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PREFACE. 



" The London Building Act," which comos into force on 
the 1st January 1895, supersedes the Metropolitan Build- 
ing Acts, and renders obsolete my book on the subject. 
My Publisher has therefore -desired me to prepare this 
book on the new Act. 

I have tried to make it the text-book on the subject, 
by following the same methods that I have pursued in 
all my former works. 

I specially commend to my reader's notice : 

First, the Abstract of that portion of the Act which 
relates to Building, which will enable those designing 
buildings, builders, and all those in difficulty, to see at 
once what they must do to comply with the Act. If 
wishing to read the exact words at length in the Act 
itself, they will see that the Sections and Sub-sections are 
given which will enable them to do so. 

Second, the coloured Plates Nos. 1 to 12, showing the 
thicknesses of all the walls, and enabling the reader at a 
glance to see the thickness of the wall required for any 
building under this Act. 

Note. — This is even more necessary than before, because 

in this Act the thicknesses are not set out in any 

Schedule. 

Third, the coloured Plates Nos. 13 to 19, which explain 

h 
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EoooBsea, Cliimneys and riues Ib Party and Estemal 
Walls, ChimnejB and Hearths. The method of continuing 
Party Wall when Lantern Light occurs in roof. Section 
and plan of room in roof, showing the smallest height the 
Act permits. Diagi-am to illustrate the novel feature in 
the Act as to providing space at the rear of domestic 
huildings, and a section to illustrate Shop Front and 
Cornice projections. 

Fowih, the existing Byelaws. These have not been 
repealed (see Section 216 of this Act). 

Fiflh, all portioaa of the existiog Acts, so far as they 
relate to building, which are unrepealed by this Act and 
which are therefore still in force, are given in exiettm. 

Sixth, the Introduction, setting out briefly tho differ- 
ences between the expiring Act and this Act. 

Lagtly, the Table of Contents and the Index, which are, 
I think, complete, and will readily enable the reader to 
turn to what he requires. 

BANISTER FLETCHER. 
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It is desirable eliortly to mention tlie new provlaiona &nd 
to point out the leading differences between the expiring 
Acta and this new London Building Act, which conies 
into force on the lat January nest, so that those that 
have not followed the Bill during its progress through 
Parliament may have set before them some idea of the 
scope of the Act and the alterations. I propose doing 
this as briefly aa possiblo, considering that to burden 
one's mind with the changes is not so successful a method 
of learning the new Act as studying the Act itself. I 
commend, therefore, the Abstract, to which I have given 
muoh consideration, and tho accompanying diagrams, to 
the earnest attention of my readers. 

The definitions have ever been the stumbling block of Dsflniiii 
Acts of Parliament, and it is curious that although in 
this Act the definitions are much improved, wo have not 
amongst them one of "what is a building." To show 
how difficult is a definition of a building, I need only 
qnote the case of Stevens v. Gourley.'j which came before 
the magistrates, and on appeal before Chief Justice Erie 
and Justices Williams and Biles. That the arguments in 
the appeal case occupy thirteen pages of my work on the 
Metropolitan Building Acts serves to show the extreme 
difficulty of definitions. It is true that in the Bill an 
attempt to define " a building " was made, but I thinTi 
this definition was struck out iluring its progress through 
Parliament. Why will not our legal friends face the 
difficulty rather than leave the matter open, which must 
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lead to diBputea and litigatio 



Is it fail" of the legal ' 



profeasion to shirk definitions, 

to fight over the " expreggiong" in courts of law ? 

As proof that deflnitiona can lie made clear and not 
liable to bo miannderstood, take number 26 in this Act. 
Here we have a definition so worded that there is no 
question. It includes every building that can be erected 
except two, which are defined in Noa, 27 and 28. 
Definition 37 explains the oipreseion "inhabited." 
Definition 38 explains the expression "habitable" as a 
room constructed or adapted to be inhabited. 

With regard to centre of roadways, I notice one of the 
professional joumals does not seem to appreciate the 
centre remaining, notwithstanding that the actual centre 
of the roadway may have become altered by reaaon of 
the roadway having been widened on one side oaly, 
on both sides to an unequal extent. That it shonld 
remain appeai-s to me of much valne In preventing 
the active owner from loss of his proper advantage. For 
example, the owner on either side of a road 20 feet wide, 
if the widening is required for carriage traffic, would iiave 
to set back each 10 feet, and therefore each 
we will call reepeotively A and E, loses 10 feet in the 
depth of his land. Now, assume A desires to have a 
60-feet road, and he sets back from the centre of the 
roadway 25 feet. B, without this regulation, need only 
set back 5 feet iostead of 10 feet, and thus, to give a road 
40 feet wide, gains 5 feet in the depth of his land ; and so 
by delay gains an advantage and prevents A obtaining 
the advantage he desired. It is thia difiiculty which 
alfflolutely calls for a difi'erence of position between the 
legal aad geometrical centre of the road. 

The fixing of a gradient is, I think, extremely good. 
This is given in section 9, sub-section 6. 

I strongly dislike the power the Council have taken 
to vary the rules. Take as an example section 17. Yon 
will Snd the Counoil may sanction " the erection of any 
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■Jjailding or stmotnre at any less distance than the pre- 

libed distance from the centre of the roadway, not being 
fi ' Lighway.'" 

' I the disoiiBsion at a meeting of the Boyal Pmnialw 
^BBtitnto of British Architects, I said, " I would oall 
attention to a most objeclionable phrase in the Bill — ' the M 

CoHEcil may permit.' The whole Bill bristled with per- I 

missions to avoid every clause in it." m 

I strongly advise the Council to get rid of this power 
as far as possible by formulating fixed ruks and regu- 
lations, so that one set of rules and regulations may apply 
to all. 

Section 9, sub-section 4, will, I think, prevent the for- »=»■ «»=« 
mation in the future of circular or crescent roaJwaye, 
having each end communicating with the same street. 
There has been much litigation, and the words now used, 
" laying out the eame to afford direct coramuuioation 
between two streets," will probably prevent any ijueBtion 
I arising in the future. 

The District Surveyor has more power under this Act Brennm- 
■ with regard to bresBummera, and it is the first time that "*"■ 
I remember any allowance being set out for expansion of 
metal in a Building Act, 

The bearing of 4 inches is important, because, in 
dealing with long wooden beams, if the builder insist on 
his right of only giving 4 inches, as the Act permits, the 
District Surveyor can, if he thinks it insufQcient, require 
additional storey-posts or iron columns, &c. The builders, 
therefore, will be very willing to give sufficient bearing 
for safety. 

In the discussion at the Boyal Institute of British ffiiJkuoiiii. 
ArohiteotB, Mr. H. H. Statham produced a diagram show- 
ing the effect that the new restriction as to projoctiona o 
oomioes to only 2 feet 6 inches over the public way would 
K-have, supposing one desired to build « 
^Moinice of the same projection as the Strozsi Palace, 
^Ub^ undoubtedly his diagram was convincing that the 
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limitation of the projection would serionsly interfere with 
the comicea in ClasBic and Benaiesance architecture. The 
restriction haa now become law, and the only way a 
greater projection can be obtained is by Betting back the 
front walla or obtaining the consent of the Council. 

There ie a slight alteration in the area permitted as to 
the cubic conlenta of warehouse buildings. It is extended 
from 216,000 to 250,000 cubic feet. 

The new Act in clause 76 gives power to the Coun- 
cil (where the Superintending Architect and the Chief 
Officer of the Fire Brigade advise favourably) to consent, 
tinder certain conditions, to each building containing 
additional cubical extent ; but there is a proviso that such 
consent shall continue in force only while the said build- 
ing ia Eictually nsed for the purposes of the trade or 
manufacture in reapeot of which the consent was granted. 

More latitude in the use of combustible materials is 
peimitted by the relaxation of the provisiuns in the ex- 
piring Act. Under the new Act cornices and barge- 
boai-ds of wood are permitted. 

A new requirement is that buildings exceeding 30 feet 
high, used as dwellings or factories, and having a parapet, 
are to be provided with a dormer window or door opening 
on to roof, and a trap-door with proper step ladder or 
other proper means of access to the roof. 

This requirement cannot be demanded, apparently, 
where there is no parapet. 

The new Act limits the number of storeys in the roof, 
so that buildings like the Grosvenor Hotel cannot be 
repeated, and it has a provision that where the stoiey 
above 60 feet from the street level it may not have a 
boai-ded floor, if constructed in the roof, but the upper 
surface of the floor shall be of fiie-resi^ting materials. 

The old rule as to the angle of inclination of roofe rf 
the warehoufie kind continues. 

A novel feature in the Act is the fixing of an angle of 
laoUnation of roofe of other buildings; they must nut 
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laoline upwards at a greater angle than 75°. This limi- 
however, apply to towers, Bpirea aud 
irrets. 

This Act recogniBes for the first time aaeparation of SiTi»r»i 
mildinge hy other means than party walls. It permits 
the separation by a party etmcture, and a reference to the 
definition shows that party strnoture may be a party wall, 
or a partition, floor or other structure, separating vertically 
or horizontally buildings, &c. Some district surveyors 
lukve permitted this as an interpretation of a party wall 
nnder the expiring Act, but it ia very desirable to have 
jkll doubt removed by clauee 74 and defloitioo in aeetion 5, 
;Stib-section 20. The eame section 74 requires that tho 
dwelling house shall be divided from the shop or trade 
portion in every building exceeding ten squares in area. 

The rules with regard to separate sets of chambers in. cimnb 
one building, are made more stringent, by making the area 
Oommence at 2500 square feet instead of 3500. 

Section No. 75 permits one-storey buildings beyond the One-sit 
two-mile radius of St. Paul's to have any cubical contents, 
provided they are used for certain purposes. 

The uses to which such buildings may be put are very 

nited (see Abstract, page 16). 

The provisions as to chimneys and flues are practically chimm 

n same as in tho expiring Act. The only concession " " 
following the same lines as building on a 
If chimneys be so built, the work must 
lie done to the satisfaction of the District Surveyor. 

One important alteration is set forth in the section that 
i|)revents the use of ordinary flues for trade pnrpoaeH. 

The provision as to marking flues, where a wall is likely 
to be built against, is probably usei'ul, but I have never 
found any difBoelty in getting this done. 

One added security against smoke and fire is the pro- 
Vision set out in section 64, Bub-sectiun G, that all flues 

:b to be rendered on their outside face when passing 

irough floor or roof. This will entail some additional 
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expenae, as ih& qnantity of rendering through roof portion 
will sometimes be considerable. 

TLe backs of chimney openings can be 4^ inches in 
walls other than party walls (section 20, snh-soction 7 of 
the expiring Act). The new Act has no provision. 
"' There is a slight reduction in the thickness of hearth, 
from 7 inches to 6 inches. This cannot increase the risk 
of fire, whilst it may give an advantage from a constructive 
point of view. 

Another alteration is that this Act requires that the 
top sis courses of the stack or shaft are to be built in 
cement. This will be most useful in maintaining the 
stability of the chimney shaft, and also the stability of 
those too often added deformities, called tall-boys, wind- 
guards and cowls, because they will bo bedded in the 
courses of brickwork in cement. 

The Act relieves the Council of the labour of fixing tha 
thickness and tapering of the shafts. These are set forth 
in the Act. TLo height of the chimney shaft ia limited 
by the width or circomfeience of the hase (see Abstract, 
page 9). Many existing shafts if condemned could not 
be rebuilt to their present height without increasing their 
■width at the base. I mention this to show that the 
present requirements will give a certainty of more sub- 
stantial building. 

The provision with regard to "hollow walls" is likely 
to prevent them being built, because the wall one side of 
the hollow space must be of the full thickness prescribed 
by the Act, and therefore the hollow wall will have to be 
just a wall of the thickness shown in the diagrams I have , 
given, plus the hollow space, plus the outer casing. 

The variation that no recess shall come within 
13|^ inches, instead of 12 inches in the old Act, is wise, , 
as it makes a " brick measurement " of it. 

An important alteration ia that under the new Act 
there is apparently no limitation as to the quantity of 
opeajngs and racessea on the groitndjloor aiorey. This is a 
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lost important concession, and removes a great difficulty 
p premisea. It has been contended by a pro- 
writer thiit this clause miglit be read to mean 
that there shall he no openings or receeses on the ground 
storey, but I think the common-sense reading will bo 
sure to be adopted by the oonrts. 

Act sets out the structural method of arching 
which are deeper than 5 inches. It Bays the 
arching shall be by not less than two rings in brickwork 
the full depth of the recewa in party walla, and thus de- 
fines the method more clearly thun the old Act, which only 
said " arched over." 

There is a novelty in the Act which permits reoessee 
under 5 inches deep. These may be corbelled out la brick- 
work or stonework. 

There is an exemption of hoardings from the Act, Htaidisp 
where they are placed around vacant land, provided such 
hoarding shall not exceed 12 feet in height. The diffi- 
oulty that some anticipate is that these hoardings may be 
kept up after the land is occupied. This, I think, cannot 
arise, aa the wording of the exemption is quite clear. 

A relaxation of the strict rule as to sheds I consider of siiedg. 
much advantage to small traders. It is that " open sheds 
not exceeding 4 sijuarea in area may be constructed of any 
substance, and in any manner approved by the Uistrict 
Snrveyor." 

The Act gives increased height to dwelling rooms. Dwelling 
Inatead of 7 feet it must now be 8 feet 6 inches. With 
regard to the height of rooms in roofs one foot is added, 
making it 8 feet instead of 7 feet. 

The Act is silent with regard to the siae of lantern L«it«n 
lights (see the last paragraph of sub-seo. c of sec. 70). 
This is wise, because a very small area is snfBcient, and it 
IB best to leave that area to the builder's discretion, other- 
it might interfere with hia getting a good watertight 
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the part which shall open shall be eqnal to ooe-twentietll 
part of the floor space. 

I think it ia wise that the restrictionB as regards under- 
ground rooms are to be continued. I have seen a com- 
pliLJnt that the Act has omitted to state the amount of the 
penalty. This is not so. It is not mentioned in eeetioil 
70, sub-section 2, but it is given in aeotion 200, aub- 
Beotiou 11 Cy ). 

There is a Section in the Act requiring ventilation 
under the lowest floor, unlew it be a solid wood floor on 

3 Hizes of windows to 
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The novel provisions as to 
rooms (other than those in the basement) Oi 
considered necessary, because it is the custom to build 
these rooms with sufficient window space. However, the 
requirements will have this advantage, that they will ■ 
inform the builder what is considered the smalleBt | 
windows he ought to make. 

The regulations with regard to the windows in the roof 
I think are decidedly necessary ; for too often one has 
found windows too near the floor, solely because of the 
elevation ; no doubt the elevation must and should give 
way to good sanitary planning, but I fail to see why ^H 
the elevation need therefore he less well proportioned. ^1 

in The change of classifioation of walls is an advantage. • 
Walls classed in the expiring Act aa dwelling-house walla 
are now described as " walla of buildings not public and 
not of the warehouse elass." The new Act, therefore, 
has this advantage, that it defines the walls for eoerj/ .^— 
building. ^M 

I In walls of buildings, not public and not of the ware- ^J 
house class, up to 40 feet, one division is left out, and we 
have left, the sections up to 25 feet high, and from 25 feet 
up to 40 feet high. This appears to me a distinct advan- 
tage. 

Although it is to be wished that the 8J-inoh walla had 
diaappeared, at least for external walls, it is a 
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I that the Scinch thickness is limited to atoreya iii a wall 
rnp to 23 feet high, and to one storey up to the height of 
Ofeet. 

Taking the next height — 40 feet to 50 feet — wb still 
i the 8^ inches thick np to 30 feet in length, but 
the hasement or lowest storey is increftsed to 17^ inches 
thick. The 8J-inch wall disappears where the length is 
aboTe 30 feet. 

Dealing with the next height — 60 feet to 60 feet — 1 
think it a distinct advantage that only two sections are 
required instead of three, and the way it is done ia good. 
The length up to 30 feet is omitted, such length being 
increased to 45 feet ; therefore, instead of " up to 30 feet," 
" &om 30 feet to 60 feet," and " above 50 feet," we have 
the simpler formula " up to " 45 feet and " above." 

In the next height — 60 feet to 70 feet — the same rule 
I »pplies; two BectiouB instead of three. The old Act being 
I " np to 40 feet," and " 40 feet to 56 feet and above 55 feet ; " 
now " up to " 45 feet and " above." 

Passing on to 70 feet to 80 feet in height, the same 
method is continued, and we have simply two sectioua of 
walls, with the slight thickening of one storey above 46 
feet, three storeys instead of two of 17^ inches work. The 
old thickness for walls 40 feet long is increased in thiok- 
ness for one storey to 17i inches for walls 45 feet long, 
above this length there is also a slight increase in the 
thiokneas of the old wall above 60 feet long. 

With regard to the next height — 80 feet to OO feet — 
exactly the same treatment occurs, omitting one fjoction, 
retaining, however, the first division, aa in the expiring 
Act, namely up to 45 feet, with an increase of thioknesa 
on the ground storey. The thickness for walls above 
45 feet is iucreaaiug each storey 4J inches, excepting the 
two topmost storeys. 

From 90 feet to 100 feet the same reduction occurs, 
H to two seotiona (instead of three). The first limitation 
I in length being similar to the present, viz, 45 feet, 
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inoreaaing baee storey to 2G inohea [thiok, and increafimg I 
the storey next but one above to 21j inches. The | 
diminished thicknesB ia given at the top of those walls. 

From 100 feet to 120 feet in height the tliickneBses of ' 
■walls are now given, which were not given in the expiring 
Aot. 

The thicknesses of walls of public baildinga are not 
defined in the Schedule, nor were they in the Act now 
expiring. They are to be built to the satisfaction of tha 
District Surveyor, as now; the only differenee is that 
instead of the appeal being to the Council, it is to be mads 
to the new tribunal. 

Warehouse walls up to 25 feet, and from 25 feet to 
30 feet, remain as in the expiring Act, 

Trom 30 foet to feet high, the only Tariation is 
the extension of length in the first to 35 feet, and the 
reduction of the second thickness of walling to 45 feet in 
length, making the thickest wall begin at 45 feet in 
length, instead of 60 feet as formerly. 

Walls 40 feet to 50 feet high are practically thickened, 
because the length of the first wall is reduced to 30 feet, 
the second wall to 45 feet (instead of 70 feet^, and the un- 
limited length begins at 45 feet. 

From 50 feet to 60 feet high the nnmber of sections is 
reduced from three to two ; the first thickness being for 
walls up to iS feet, the second above, and practically the 
lighter section wall is abandoned. 

Walls 60 feet to 70 feet high are similarly treated. 
There are two sections instead of three, the lighter sec* 
tion wall being again abandoned. 

In walls of 70 feet to 80 feet high the third section is 
again abandoned ; but curiously enough the sootion 
abandoned is not the thinner, but the thickest, namely, 
that with 30 inches at its base. 

Walls 80 feet to 90 feet high also have only two pectiona 
given instead of three, and here the thickest section 
abandoned. 
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In ■walls 90 feet to 100 feet tigli we have again only two 
Bectione, the abandoned aeotion being the thiukoet wall, 
namely, 34 inohea at its base. 

For walls np to 120 feet high the new table gives the 
thiclmeKs for walls, length up to 45 feet, as was furmerly 
that np to 100 feet {length unliraitedj. It also gives the 
thickness for a wall the same height but above 45 feet. 

There is a novelty which applies to the aoctiun of 
all walls where the length ia 45 feet, or greater, which is 
that the iacreased thicknees may be distrihated in piers 
according to the Schedule, 

The nest very important alteration is the yard space, i 
and a novel feature is the introduction of the diagonal 
line, limiting the height of buildings according to the 
depth of the back yard. Before the Bill became an Act 
of Parliament this diagonal line was very much discussed. 
It was proposed to have an angle of 46 degrees, which 
would have reduced the heights of buildings to a much 
greater extent than the angle finally adopted, which is 
63 i degrees. 

A reference to the diagram (Plate 10) will show that 
where the builder desirea to take full advantage of bis 
land, and builds therefore to the extreme limit permitted 
by the Act, all the upper rooms will be reduced in depth. 
I expresaed my views with regard to this in the meeting 
at the Inslitute, held to consider the Bill. The objection, 
I said, to the angle proposed, or to any angle, was, that 
it must of necessity make a building worse internally ; it 
was impossible to get square rooms while building up to 
a diagonal lino ; any angle should cease when it touched 
the back wall. In the diagram referred to, I have 
purposely taken the baok yard at the smallest depth per- 
mitted by the Act, 

Directly following this Introduction is the Abslract, 
set out in tabular form. I think this will be found of 
great value in enabling the reader to find at once all the 
portions of the Act set out concisely under the different 
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heads, as for example, if lie will turn to Table VI. lie will 
find every rule relating to chimneys and fireplaces, in 
Table I. all those relating to recesses, openings, &c. 

Following these tables is the Act in extenso^ so that if 
the slightest doubt arises as to the exact wording, it can 
at once be turned to. The section and sub-section are 
given in the tables. Then follow all those sections of 
other Acts which are still unrepealed, and which relate to 
building and drainage, and the byelaws of the London 
County Council. 



ABSTBACT 

OF THAT 

PORTION OF THE ACT RELATING TO BUILDING. 

INDEX. 

TABLE PAGE 

1. Beoesses and OPENINaS 3 

2. TiMBEBS IN External and Pabty Walls, and Bules as 

TO Bbessummebs 3,4 

3. Extebnal Walls 4,5 

4. Pabty Walls 5, 6 

5. BooFS 6 

6. CmMNETS AND Flues 7,8,9 

7. FuBNAOB Chimney Shafts 9 

8. Close FiBES and Pipes < .. 9,18 

9. ACOESSES AND StAIBS .. .. 10, 11 

10. Habitable Booms .. .. .^ 11, 12 

11. Pabty Abohes oveb Public Ways. , X2 

12. Abohes undeb Publio Ways •• .« .. 13 

13. Pbojections >3,.H1& 

14. Sepabation of Buildings and Cubkal Extent ,^ .. 15, 16 

15. Bules as to Unitino Buildinos 16, 17 

16. Additions and Altebatic^to .. .. .. 17 

17. CONVEBSION OF BuiLDINOS 17, 18 

18. PuBLio Buildings 18 

19. Exempted Buildings, Land and Hoabdings 18, 19, 20 

20. Fibe-Besisting Matebials 20 

21. Dwelling Houses on Low-Lying Land 21 

22. Open Spaces about Buildings 21,22,23,24,25,26 

23. Heights OF Buildimob 27,28 



ABSTEACT. 



TABLE I. 
Becesses and Openings. 

External WaXl. — ^Backs of recesses not less than 
8i inches 

Area of both above ground storey not to exceed 
one-half of whole area of wall above ground 
storey 

Party WaUs. — ^Backs of recesses not less than 
13 inches 

Over recess formed an arch of at least two rings 
of brickwork full depth of recess to be turned 
on every storey, except in case of recesses 
formed for lifts, but where such recess does 
not exceed 5 inches in depth, corbelling in 
brick or stone may be substituted for the 
arching 

Area not to exceed half of whole area of the wall 
of the storey in which made . . . . •• 

No recess to come within 13 i inches of inner 
face of external walls {see Plate 13) .. 

Superintending architect may consent to any 
modification or relaxation of the requirements 
of this Section 

The word area in this Section means area of 
vertical face, or elevation of the wall or recess 
to which it refers 



Part VI., Sec. 64. 
Sub-sec. 1, Bule (a). 
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TABLE IL 
Timbers in External and Party Walls, Bulbs 

AS TO BrESSUMMERS. 

■ 

Woodwork fixed in external walls, except bres- 
summers and storey-posts under same, and 
frames of doors and windows of shops on 
ground storey shall be set back 4 inches at 
least from external face of wall 

Loophole frames, and frames of doors and 
windows may, however, be fixed flush with 
face of external wall 

Council may by byelaws or otherwise ex- 
empt from provisions of this Section oak, 
teak, or other wood, provided work be con- 
structed to satisfaction of District Surveyor „ „ „ „ 

B 2 



Part VL, Sec. 55. 
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BreaauminerB, whether wood or metal, to have 
bearing i jnchca at least at end, on sufficiont 
pier of brick or stone, or upon timber or iron 
etorey-poat fixed on solid foimdation, in 
addition to hearing on any party or external 
walL Diatrint Surveyor ahall Have power to 
require that every bressummer ahall have 
Buoh other storey-poata, iron column e, 
etanchioDii, or piers as may be sufficieat to 
carry superatructure 

Ends of breasummers, if wood, not to be placed 
nearer to centre line of party wall than 

Metallic bressummer at end shall have space 
left equal to } inch to every 10 feet or 
fractional part of 10 feet of length of brea- 
eummer to allow for espansion 

Bond timber or wood plate not to be built into 
any party wall 

Ends of wooden beam or joiats bearing on sticb 
walls to be 4 inches at least from centre line 
of party walls 

Bressummer bearing on party walla to be borne 
by templet or corbel of stone or iron tailed 
tbrough half thickness of wall and full breadth 
of hreBsummer 

End of any timber not permitted to be placed 
in or have bearing on any party wall may be 
carried on corbel or templet of stone, iron, or 
vitrified stoneware tailed into wall a distance 
of at least 8i inches, or otherwise supported 
to satisfaction of District Surveyor ,. 



TABLE in. 
ExTEBNAL Walls. 

The thickness and substance of walls to be as 
mentioned in the First Schedule of the Act, 
but may be varied by byelaws 

N.B. — The thicknesses required by the Act 
are set out in the sections ihovm on Plata 
1 to 12. 

Parapet at least 1 foot above highest pnrt of 
gutter if formed of combustible material, and 
at least 8J inches in thickness 

Where external wall not in conformity with 
this Act is taken down, burnt, or destroyed 



to extent of one half, neasured in BtiperflciiLl 
feet, eveiy remaining portion not in con- 
fuimity with Act ghall be m&Ae to confonn 
therewith, or be taken down before rebuild, 
ing thereot unless Council otherwise a\ ow,. 



PABTXVr,,Sec.BOS. 



TABLE IV. 
Parti Walls. 

The thickness and substance of walls to be ai 
mentioned in the First Schedule of the Act, 
but may be varied by bye-lawa 

N.B. — The thickuBBses required by the Act ari 
set out in the sections sAotcn on Plates 1 (i 
12. 

Party wall to be carried up in a building of 
warehouse class equal to thickness of wall in 
topmost storey, any other building 8} inches 
to such a height as will give a distance of 
3 feet in a building of warehouse clasa (ex- 
ceeding 30 feet in height), 15 inches in height 
any other building above highest part of any 
roof, flat or gutter : 

If dormer, turret, lantern light, &c. within 4 
feet from this wall, wall shall extend at least 
IS inches higher and wider on each side. If 
roof within 4 feet, then this wall shall go 
above (see Diagram, Plate 14j 

No chase wider than 14 inches nor deeper than 
4i inches from face of wall, nor leave less 
than 8) inches thick, nor be within 7 feet of 
another chase on same side of wall, nor within 
13 inches from an estemal wail (*w Plate 13) 

No chase to be made in wall of less thickness 
than 13 inches 

Where party wall not in conformity with this 
Act is taken down, burnt, or destroyed to 
extent of one half, measured in superficial 
feet, every remaining portion not in con- 
formity with Act shall be made to conform 
therewith or be tsien down before rebuilding 
thereof, unless Council otherwise allow 



PABTXVI,,Sec.208. 
Caset in tehich a wall to be deemed a Paett Wall. 
(a) When a wall is after the commence- | 
— * "'this Act built as a party wall in any 

I Part TT., Sec. 58. 



r 
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; ABSTSAUT OF TEAT PORTION OF TSE-m 

(i) Where a wall buOt before or after the i 
commencement of this Act becomes after the I 
commencemeQt of this Act a party wall in 
any part 

the wall shall be deemed a party wall 
for such part of its length as is so used ,. | Fart VI., Sec 68. 

TABLE T. 

EOOFS. 



ssteraally 
wooden 



Every part of covering must bo ( 
covered with skte, tiles, metal, 
incombustible materials, except 
oomicBS and barge boards to don 
exceeding 12 leches in depth, and the doors, 
door frames, window, and window frames of 
such dormers, turrets, lantern lights, sky- ! 
lights, or other erections I 

Bnildings exceeding 30 feet high, used wholly 
or in part as a dwelling or factory, having a 

5arapet shall be provided^ 
i) With a donner window or door opening 
on to the roof; or 
(6) Trap door furnished with fixed or hinged 

step ladder leading to roof; or 
(c) Other proper means of access to roof. 

If building of warehouse class, piano of surface 
of roof not to Incline from external or party 
wall upwards at greater angle than 47° witii 
horizon. This Suh-sectiou shall not apply 
to towers, turrets, or spires 

Any other building, plane of surfaoo of roof not 
to inolioe from external or party walls up- 
wards at greater angle than 75° witb 
horizon. This Sub-section shall not apply 
to towers, turrets, or spires 

Not more than two storeys to be constructed in 
loof of domestic building 

If Storey constructed in roof of domestic building, 
the upper surface of floor of which storey is 
60 feet from street level, shall be constmoted 
of fire-resisting nmterial throughout .. 

Means of escape in case of fire to be provided 
for persons dwelling or employed in storeys, 
the upper surfaoo of floor whereof is above 
60 feel from street level. No such storeys 
shall he occupied until certificate issued by 
Council i 



TABLE VI. 
Ceimhbts and Flues, 

ChimneyB on corlwla of brick, stone, or other 
inoombiiBtiljle materials must not esceed 
in projeotiDn more than thickness of wall 
measnred immediately below corbel. 

Ail otber chimneys must be on solid founda- 
tions, with footings amilar to footings of nail, 
nnlesB carried on iron girders with direct 
bearings on party, external, or cross walls ] 
to satisfaction, of District Surveyor ,. ., i 

Chimneys and flues haTiug soot doors not less 
than 40 square inches, may be at any angle, 
but in no other case shall Sue be inclined at 
less angle than 45° to horizon, and to be 
properly rounded. All soot doors 15 inches 
distant from any woodwork 

An arch of brick or stone, or bar of wrought 
inm of aiifflcient sttcngtli shall be built over 
opening of every chimney to support breast 
If breast projects more than 4 inches, and 
jamb less width than 171 inches, abutments 
shall be tied in by iron bar or bars turned up 
and down at ends, and built into jambs at 
least 81 inches (see Plate 15) 

Flue not liO be adapted to or used for any new 
oven, furnace, oockle, steam boiler, or close 
fire used for any purpose of trade or business, 
or for range or coofeing apparatus of any 
hotel, tavern, or eatii^ house, unless flue 
surrounded with brickwork at least 6) inches 
thick from floor on which such oven, furnace, 
cockle, steam-boiler, or close fire is situate 
to level of ceiling of room next above same . . 

Flue not to be used iu connection with steam 
boiler or hot-air engine unless flue is at least 
20 feet in height, measured from level of floor 
on which engine placed 

Inside of flue, and outside where passing through 
floor or roof, or behind or against any wood- 
work, to be rendered 

Position and course of every flue shall be 
distinguished on ontaide of work, as it is 
carried up, by outline marks, except when 
exterior face of flue forma part of external 
wall not likely to be built against 



w 
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■ 8 ABSTBACT OF TEAT PORTION 


OF TEE ACT 


Jambs to be at least 8i iochoB wide each side of 


Part VI., 


opaning 


Sec. 64, Sub-sec. 8. 


Breast and brickwork surrounding every amoke 




flue to be 4 inohes thick 


.. „ ,. 9- 


Back of Are place in party wall from hearth to 




12 inches above mantel shall be at least 




8i ifches thick 


„ ,. ., 10. 


Thickness of upper side of every flue when 
angle of leas than 45" must be 81 incheg ,. 




.. .. » n- 


Shafts at least 4 inches thioTt to a height of not 




lesB than 3 feet above roof, flat, or gutter, 




measured at highest point of juncture .. 


.. „ ■■ 12. 


Highest ax couraea of shaft or stack shall be 




built in cement 


., „ .. 13. 


No shaft to be higher above roof, flat, or gutter. 




and from highest point than sis timea the 




least width, unless built with and bondad to 




another shaft not in same line, or otherwise 




rendered secure* 


>. .> >. 14. 


Slab t» be of stone, slate, or other incombustible 




material, 6 inches longer than opening on 




each side fmd 13 inches wide in front of 




breast (s«e Piate 15) 


.. .. ., 15- 


Slab to be laid wholly on stone or iron bsarera 








materials, but on lowest floor may be bedded 




on concrete covering the site 


., ., .. 16. 


Hearth or slab to be solid for a thickness of 




6 inches at least beneath upper surface 


.. „ .. 17. 


Flue not to be built against any party structure 








4 inches thick, properly bonded 


„ ,. „ 18. 


No chimney breast or shaft, with or in any 




party wall to be cut away unless District 
Surveyor certifies, &c. 




» >, n 19. 


Chimney shaft, jamb, breast, or flue, can only be 




cnt into for three purposes (u) (6) (c) .. „ 


>, ■> » 20. 


Timber or Woodwork;— 




(o) Not to be nearer than 12 inches to 




inside of fine or chimney opening. 




(t) Not to be within 10 inches from upper 




surface of hearth of chimney opening. 


,, ,. „ 21. 


(c) Not to be within 2 inches from face 
of brickwork or stonework about chimney or 






flao where the work is less than 8J inches 




thick, unless face rendered. 


iUery, or manufactory. 


1 • Escopt furnace of steam engine, brewery, dis 



^^^^^^^ SELATim TO BUTCBmS. 9^B 


^H Wooden pIugB mnat not be nearer than 6 mchea 


Part VI., 


^H to the ioside of flae or chimney opening, nor 


Sec. 64, Sub-sec. 22. 


^B any iron holdfaHt'or other iron fastening nearer 




^H th&Q^mchcB.. 




^K TABLE YII. 




^^1 FnssACB Ctttmkby Shaft 






Part VI., 


^V Btmctfld as follows 


Sec. 66. 


^H Carried up throughout in brick and mortar or 




^H beat quality, and if detaGhed shall taper from 




^P bose to top at least 2i inches in 10 feet of 




■ height 


„ „ Sub-sec. 1. 


Thickness of brickwork at top and for 20 feet 




below to be at least 84 inches, and increased 




one-half brick for every additional 20 feet, 




measured downwards 


„ .. .. 2. 


Every cap, cornice, pedestal, plinth, string 
coiirBe,or other variation from plain brickwork 






shall be in addition to thickneaa of brickwork 




reqaiied, and every cap shall be constructed 




and secured to satisfaction of District 




Surveyor 


., ,. .. 3. 


Foundation to be made to satisfHction of 




District Surveyor 


,. ., n 4- 


Footings to spr^d all round base by regular 




offsets to a projection equal to the thickness 




of enclosing brickwork at base of shaft, and 




apace enclosed by footings to bo filled in solid 

as work proceeds 

Width of base of shaft if square shall be at 




" " 


least one-tenth, or if round one-twelfth, height 




ofshaft 


„ „ „ 6. 


Firebricks built inside lower portion of shaft to 




be additional to thickness of brickwork and 




not bouded (herewith 


„ .. .. ^■ 


TABLE Vlir. 




Close Fibbs akd Pipes 




Floor under copper, steam boiler, or stove not 




heated by gas, and floor around same shall 




^L for a space of 18 inches be formed of incom- 




■ bustiblQ material not less than 6 inches 


faet vr.. 


^L thick 


Sec. 66, 8nb.«eo. 1. 



No pipe conveying smoke, &o. to ba fixed 


WM 


against any building on tie face nest street. 


Pabt VT., H 


■Sic 


Sec. 66, Sub-aec. 2. ■ 


No pipe for conveying smoke, &c, lo be fised 




nearer than 9 inches to any combustible 




materials 


., ., 3. ■ 


No pipe for heated air or steam nearer than 




6 inches to any combustible material .. „ 


>< » H 


No pipe for hot water nearer than 3 inches 


.> .. » 5. ■ 


Bestrictions imposed by this Section shall not 




apply to hot water or steam pipes at low 


H 


For the purpose of this Section hot water or 


H 


steam shall be deemed to be at low pressnre 




when provided with a free blow off 








a furnace is fised, and any floor within 




18 inches from crown of an oven shall be 






^H 


TABLE IX. 


^^^H 


ACOBSSEH AKD StAIBH. 


^^^^1 


Public buildings and those having more than 


^^^^^1 


125,000 cubic feet, and adapted or conatrncted 




BB a dwelling house for separate families, the 




floors of lobbies, corridors, passages, landings. 




and flights of stairs to be of fitB-reaisiing 
materi^B and carried by supports of fire- 




Pabt Vr., ^H 


resistmg materials 


Sec. 68. ^H 


Buildings constructed or adapted to be occupied 




by more than two families, the principal 




staircase used in common shall be ventilated 




on every storey above ground storey by 




windows or skylights opening directly into 




eitemal air, &c 


„ 69, aub-seo.1 ■ 


Principal staircase in every dwelling house not 








shall be ventilated by window or skylight. 




&c 


>. >, 2. H 


8lairease» in Churchei, Chapels, or PnSLIC 


^1 


iplaces of Aeeemhly. 


^1 


To be supported and encloseiJ by brick walla 


^^^^H 


9 inches thick. Rule (o) 


^^^^1 


The treads of each flight to be of uniform width. 




Bule(a) 


^^1 



BELATma TO BUILDISQ. 



J?o Btaircase, interDal corridor, or passage way 
be less than 4 feet 6 inchea wide, except 
where not more than 200 jersonB 
dated, the width may be 3 feet 
EnlB(6) 

Erery staircase, corridor, or paseaga way com- 
mnnicating with koj portion of the building 
intended to accommodate larger number of 

rblio than 400, to be increased in width 
inches for every additioosl 100 persons 
until maximum width of 9 feet obtained. 

Eale(c) 

Where Btaircaaea 6 feet wide and upward)), 
handrail to divide. 

a of single etwrcase, corridor, or passage 
way of width prescribed by this Sub-aeotion 
two may be substituted at least equal to two- 
thirds of the width prescribed in this Snb- 
Geotion for single staircase, corridor, or passage 
way, but neither of such two shall be less 
than 3 feet 6 inches wide. Rule (e) .. 
Where portion of puhlio to ba accommodated 
III over or at higher level than others of the 

^_ public, separate means of exit commubicating 
^^L with street or open apace to be provided from 

^^K each floor or level. Rule (d) 

^^KUldoors and barriers to open ontwarda, and no 
^^f outside locks or Ijolts a^xed thereto. Rule 

\ 



I 



w 



TABLE S. 
Ha BIT ABLE Rooms. 



Pabt VI., Sec. 80. 



Every part (except rooms wholly or partly in j 
roof) to be 8 feet 6 inches high from door to 
ceiling. Rule (a) 

In roofs at least 8 feet high, and snch height not 
less than half the area of room. Rule (i) (see 
Plattm) 

Every room to have one or more windows open- 
ing into external air or into conservatory, 
with total aupcrEcies, clear of sash frames, &o., 
equal to one-tenth floor area of room, and so 
constructed that one-twentieth of floor area 
can be opened, and opening shall extend at 
least 7 feet above the floor level ; but room 
having no external wall or constructed in 



^^i^^^SiCT OF TEAT FOBTION OF THE vi^^^^J 


whole or part in roof, to bo lighted tlirongli roof 




by dormer window, with total BUperfloies, 




H clear of sitsh frames &o., to light equal to 




K one-twelfth of floor area of room, so con- 








■ to ODe twenty-fourth of floor area can be 




m Opened, The opening in each case ahall 




extend to at leaat 6 feet above floor level ; or 




such room may be lighted by lantern light, a 




portion of which, equal to one-twentieth of 


Pakt TI., 


floor area, can be opened. Rule (c) .. .. 


Sec. 70, Sub-sec 1. 


Basement rooms having wooden floor oth^r 




than wood block on concrete to have sufB- 




cient space between ground and floor BnrfaceH 




for ventilation, &c. Rule (rf) 




If coDstmcted over stable, floor to have in every 




part not occupied by joist or girders oon- 




crete pngging or other eotid construction 3 




inches thick, smoothed on upper surface and 




properly Bupported. "Underaide of such floor 




shaU be ceiled with lathe and plaster, &c. 




RnleC.) 


i< .< 1. 11 


Staircase, gallery, or structure by which ancli 




rooms approached, to be BEparated from stable 




by brick wall not less than 9 inches thick . . 




Nothing in this Act shall affect, alter, or repeal 




The Public Health (London) Act, 1891, as to 




undei^ round rooms. Rule (/) 




Penalty to be inflicted foe allowing rooms to be 




occupied iinleis complying with this Section 


„ » „ 2. 


TABLE KI. ^M 


Parti Arches oveb Public Wats. ^^M 


Every party arch, &c., and every arch or floor 
over public way, or passage leading through 


H 




or under a building to premises in other 


Pabt VI., ■ 


occupation, shall be of brick or stone, &c. .. 


Sec. 71, ijub-sec. 1. ■ 


Thickness 8i inches at least if brick or stone. 




and rise one inch every foot of span, &c. . . 


., „ H 2. ■ 


Construction in other materials as Diatriot 


■ 


Surveyor may approve 


_j 



i 



TABLE XII. 

Ab09ES TiHCEB PCBMC WaYB. 

To be fonued of brick, stone or other hard and Pai 

incombustible matf rials Sec 

If brick or stone used : — 

(a) t5i>an not escwding 10 feet thickneas, 
81 inches. 

(fi) Span not exceeding 15 feet tbickneaa, 
13 inehes. 
(c) Beyond as District Surveyor may ap- 

Construotlon in other materiale as BiiBtrict 
Surveyor may approve „ 



TABLE XIII. 
PaoaBCTioNB, 

All to be of brink, tile, stone, artificial stone, 
slato, cement, or other Greproof materials, 
except the cornioea and dressing to window, 
fronts of shops, and eaves, barge boards mid 
cornices to detached acd eemi-detacbcd 
dwelling bonses, and other dwelling houses 
in which party walla are corbelled out s 
to project 4 inches beyond same, except with 
consent of Council. 

A pair of semi-detached houses one building for 
the purposes of this Sub-seotion 

Balcony, cornice^ or other projection to be tailed 
into wall and weighted or tied down to sati 
faction of District Surveyor. Projection n 
to exceed 2 feet 6 inches over public way 

In streets or ways less than 30 feet shop front 
may project beyond external wall not mo 
than 5 inches, and any cornice 13 inches, 
wider than 30 feet, shop front may project 
10 inches and oomice IB inches over ground 
of the owner of the building (see Flute IT). 

NoTS. — 'lliifl provision does not authorise 
projection o( shop front other than cornice 
over public way or land to be given up to 
public way 

Woodwork of shop front not to be fixed higher 
than 25 feet above pavement of footpath in 
front of shop. No part of any woodwork of 
shop &ont shall be fixed nearer than 4 inches 



'4 

to centre of party wall, &c., or nearer than 
4 incbca (o face of wall of adjoicmg premises, 
where adjoining preroiBes have separate wall, 
nnleas a pier or corbel 4 inches wide at least 
be placed aa high as such woodwork, and 
projecting throughont an inch at least in 
front between such woodwork acd oectre 
line of party or separate wall, &c. 
Bay windows to dwelling hons«a mayhs erected 
on land belonging to owner of the building in 
a street not less than 40 feet in width, or to 
a building, the front wall of which is not less 
distance than 40 feet from opposite boundary 
of the street, notwithataniUng the rules in 
this Act as to buildiags' beyond general line 
of buildings as follows ; — 

(a) Not to eiceed three storeys in height 
above footway. 

(b) Not to project more than 3 feet from 









(c) Not to project in any part 
prescribed distaiice from centre of roadway. 

(d) Not to be nearer to centre of nearest 
party wall thau extreme amount of their 
projection from main wall. 

(e) Taken together, not to eiceed in width 
three-fifths of frontage of building, &c. 

(/) Not to be eonBlructed on pablio way 
or land i^reed to be given up to public way, 
(§) Not to bo used for trade purposes. 

Bay windows to which foregoing rules do not 
apply lo rectipe consent of Council. 

Oriel windows or turrets may be constructed in 
a street not less than 40 feet, or to a buildii^, 
the front wall of which is not at a less 
distance than 40 feel from opposite boundary, 
provided — 

(a) No part extend more than 3 feet from 
face of building, or more than 12 inches over 
public way. 

(b) No part less thau 10 feet above foot- 

(c) No part (where it overhangs public 
way} within 4 feet from centre of nearest 
party wall. 

((?) On no floor shall total width taken 
together esceed three-fifths length of wall of 
building on level of that floor. 



I 



fe) Construction to be to tbe siitiafaction 
o[ District Surveyor, &c. 

Oriel windows and tcrrets to which foregi 
rules do not apply to receive conaeul 
Council 

Hoof, flat, or gutter of every building and e\ 
balcony, verandali, abop front, or similar pro- 
jection arranged so water does not drop 01 
public way , 

Kicept in case of chop fronts and projecting 
windows and water-pipes, copings, strinj^ 
courses, cornices, fasciaa, wiiidow-dressings, 
and other architectural decorations, no 
Jeotioii without consent ofCouncil 



TABLE XtV. 
Sepaeatios of Boildinos and Cdbioal Extest. 



Every building shall be separated by eitemal 
or patty wall or party structure from adjoin- 
ing building or buildings 

Every building exceeding ten squares in area, 
used part for trade or manufacture and part 
aa dwelling houije, the part used for tj^de or 
mannfactnre to be separated from that used 
as dwelling house by walla and floors of fire- 
iWiBting materials, including passages, stair- 
oases and other means of approadi. The 
pail nsed for trade or manufactnre (if 
extending (o more than 250,000 cubic feet) 
be subject to provisjous of this Act relating 
to cubical contents of buildings of waiehouse 

Doorways necessary for communication may be 
conatruoted in walls of such staircaisea and 
passages, and there may be formed in any 
walls of such building openings fitted with 
fii^-resisCing doors 

Buildings exceeding twenty-five squares in area 
containing separate seta of chambers &o., to 
have floors and principal staircases of fire- 
resisting materials 

Bb warehouse building shall extend to more 

I than 250,000 cubic feet unless divided by 
party walls in such manacr that i " ' * 
extend more than 250,000 cubic fei 




I 

I 



i6 ABSTRACT OF TEAT PORTION OF TEE ^ 

So addition fo he made to warelionBe ao that ■ Part VI., 
cubical extent exceed 250,000 cubic feet .. I Sec 76. 

Cubical coiileDt« under tills section ehall not I 
Bpply to buildiaga at greatw distance than 
two miles irom St. Paal's Cathedral, and 
used nhotlj for manufactare of machinery, 
boilers of steam vessels, retort house, mauu- 

, factuTB of gas, or for generating electricity, 
provided they consist of one floor only and 
constructed of brick, stone, iion, and other 
iucombnatibie inaterial throughoat, Siud not 
used for any other purpose. Such building, 
with respect to special buildings under this 
Act, be deemed building to which general 
nilefl of this Act inapplicable „ 

Council may consent to addUional cubical tsctent 
under certain anditiona „ 



} UsiTiNO BniLDisGS. 



No building shall ba united unless wholly in 
one occupBtion, or conetructed or adapted to 
be so 

Nor if so done it shall be contrary to Act 

No opening to be made in any party wall or in 
two external walls dividing buildings which 
if taken together would extend to more than 

250,000 cubic feet except 

such opening shall not exceed in width aeren 
feet, or height eight feet. Such openings 
b&en together not to exceed oue-half the 
length of party wall on each floor they occur. 
Enle(a) 

Such opening shall have floor jambs and head 
of brick, stone, or iron, and closed by two 
WTOi^ht-iron doors, each one-fourth of an 
inch thick in panel, distant from each other 
full thickness of wall, fitwd to rebate frames 
without woodwork, or by wrought-iron sliding 
doors or shutters properly constructed, fitted 
into grooved or related iron frames. Hule (by 

If thickness of wall not less than 24 inches. 



doors placed ai 



from each other of 



24 inches, snob opening may be 9 feet 8 



SELATING TO BUILBISQ. 



I 



Addittonb a 



3 Al.TBRA.TtO)ia. 



ivery addition to or alteratioo of a building, I 

and any other work mode or done for any 

purpose in, to or upon a building (ucept Ibat 

of necesBar; repair not aSectiag the con- 

Btruotion of anj external or party wall) shall 

be subject to provisions of this Act and bye- 

lawa therennder relating (o new buildings ., Pabt XVI., Sec. 209 
Thin Act does not apply to tww huildinga m 

alferations comToenced and in progress be/on 

let Jiiniiary 1895 

No alteration (except with consent of Council), ] 

to be made unless in conformity with t' ' 

Act applicable to new btuldings .. 

^ TABLE XTII. 

CONVBBBION OF BpiLDrNOS. 



Unloi Council otherwise permit. — No power to 
convert into a dwelling house any building 
or part not originally constructed for human 
habitation 

No power to convert into one dwelling house 
two or more dwelling houses constructed 
originally as separate dwelliug hooseB .. 

No power to convert into or nae as two or 
more dwelling houses any building originally 
constructed as one dwelling house 

No power to convert a building, which when 
originally erected was eiompt from Act or 
byelaws, into a building which, had it been 
originally erected in ila couverted form, would 
have been within the operations of tbese 
enactments or byelaws 

No power to convert into a dwelling house any 
building discontinued or appropriated for 
any pur^nse except a dwellicg house ,. „ 



I 
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i8 ABSTBACT OF TEAT POBTION OF TEE ACT 



No power to convert into or use as a dwelling 
any room or part of a room used as a shop .. 

No power to convert a dwelling house or any 
part into a shop in such manner that the 
building (x part so constructed will be con- 
trary to this Act, relating to the class of 
buildings which the building when so con- 
verted will belong 



Pabt XVI., 

Sec. 211, Sub-sec. 6L 



» 



TABLE XVm. 
Public Buildings*. 

Walls, roofs, floors, galleries, and staircases, and tL 
every structure and work shall be constructed 
in such manner as may be approved by Dis- 
trict Surveyor, or in event of disagreement 
by the Tribunal of Appeal.* 
Not to be used until District Surveyor or 
Tribunal of Appeal shall have declared 
approval of construction. 
After approval granted, no work to be done 
without the approval of District Surveyor^ or I 
such certificate as aforesaid. ' 

No conversion of houses, &c. into public 
building unless the alteration or conversion 
to approval of District Surveyor or Tribunal 

of Appeal 

*NoTB. — Tribunal of Appeal shall be constituted ^ 
as follows : — 

One member shall be appointed by Secre- 
tary of State. 

One member shall be appointed by Council 
of R.I.B.A. 

One member shall be appointed by Council 
of Surveyor's Institution. 
No member or officer of the Council shall be a 
member of the Tribunal of Appeal. 



Pabt VI., Sec. 7a 



>> 



» 



n 



79. 



Part XVI., 
Sec. 175. 



TABLE XIX. 
Exempted Buildings, Land and Hoaedings. 



Government Buildings, — Buildings for public 
purposes, occupied by Justices of the Peace 
for the counties of Middlesex, London, and 
City of London, or by County Councils of 
London and Middlesex 
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Mansion House 

Guildhall 

Royal Exchange 

Metropolitan Cattle Markets and the Cattle 
Market at Deptford 

Co vent Garden. 

Buildings built with sanction of Commissioners 
for the Exhibition of 1851 on their land 

Buildings belonging to Canal Companies . . 

Buildings belonging to Railway Companies 

Buildings belonging to Gas Companies ., 

Buildings belonging to Dock Companies .. 

Buildings not exceeding 30 square feet in area, 
and not exceeding 5 feet high in any part, at 
least 5 feet from any other building or street, 
and not having any stove, flue, fireplace, hot- 
air pipe, hot-water pipe, or other apparatus 
for warming and ventilating the same, pro- 
vided no portion of the building extends be- 
yond general line of buildings in any street 

Not exceeding 30 feet high from footings, and 
not exceeding 125,000 cubic feet, and not 
being public buildings wholly in one occu- 
pation, 8 feet from street, 30 feet from nearest 
building, or ground of adjoining owner (see 
Plate 1^) 

Note. — If public building may have within 30 
feet, if other than public building may have 
within 60 feet, stables or offices used in con- 
nection with such buildings 

Not exceeding 250,000 cubic feet, not public 
buildings, 30 feet from nearest street, 60 feet 
from nearest building, or ground of adjoining 
owner 

Party fence walls not exceeding 7 feet high 
measured from top of footings 

Greenhouses if not attached to other buildings 

Woodwork only of sashes, doors, and frames of 
greenhouses attached to buildings 

Cases of metal and glass for holding plants 
fastened to woodwork of sill and lower sash, 
not projecting over public way or more than 12 
inches from external face of wall of building 

Openings in walls or flues for ventilating valves, 
not exceeding 40 square inches, not nearer 
than 12 inches to any timber, &c 

Inns of Court land and buildings, &c 
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Hoardinga to vacant land not more than 12 feet 
high 

Note. — By Section 206 any buildings ao ex- 
empted aball only so remain whilst need for 
the purpose, or retaining thecharacter, which 
gave it ita esemption or privilege. 
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TABLE SX. 
E^b-Ee3ibtikq Matbbials. 

The following are ao deemed in the Act r — ' 

1. ^riciuiorc, good, well burnt, hard, and sound, 
properly bonded and solidly put ti^ethor 

(a) With, good mortar, compounded of 
good lime, sharp, clean sand, hard, clean, 
broken brick, broken flint, grit, or slag j or 

(b) With good cement ; or 

(c) With cement and sharp, clean sand, 
hard, clean, broken brick, broken fiint, grit, or 
slag. 

2. Granite and other stone suitable for building 
by reason of its solidity, &c. 

3. Iron, steel, and copper 

i. Oak, teak, and other hard timber when used 
for beams, posts, or in combination with iron, 
the timber and iron (if any) to be protected 
by plastering in cement, or incombustible or 
non-coi^ducting external coating. 

In tie case of doors — 

Oak, teak, or other hard timber 2 inches thick 
at least. 

In the case of staircases — 

Oak, teak, or other hard timber with treads, 
strings and risers not less than 2 inches 
thick. 

5. Slates, tiles, brick, and terra-cotta when used 
for coverings or corbels. 

6. Flagstones for floors OTer arches not exposed 
on underside, and not supported at ends 

7, Concrete composed as required by Act when 
nsed for filling in between joists of floors, 

8, Any material ap< wyed from time to time by 
the Council. 
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TABLE XXI. 
DwELLiKO HottBEs ON Low-Lyibq LahD, 



Not to be erected on land if surface is below 
Trinitj higt-water mark, and wliioh will not 
admit of being drained by gravitation into 
an existing sewer of the Council, &c., except 
with permission of the Council — 

And tbe Council may (subject to appeal as 
hereinafter provided). 

(i.) Prohibit tbe erection or adaptation of an; 
Buch buildings. 

(ii.) Regulate the erectiou or adaptation of the 
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(iii.) Prescribe tbe level of underside of lowest 
floor, and as to provisions as to the proper 
drainage, &c. 

Application to be made to the Council foi a 
llcenae to erect such building, &c. > 

The Council, with conourreooe of Tribunal of 
Appeal, may make regulations to be fallowed 
in making applications under this part of the 
Act 

Friated copies of any regulations under this 
part of the Act shall be kept at the County 
Hall and supplied free of charge to any person 
concerned who may apply for same 

TABLE XXII. 



i Spaces about Boilbihqs. 



Domestic buildings shall not include buildinga 
used wholly or principally as offices or count- 
ing houses for the purposes of this Part of the 
Act 

Domestic buildings erected after commencement 
of this Act having habitable basement, shall 
have in tbe rear an open space not less than 
100 sq. feet, free from any erection above 
level of adjoining pavement 

With respect to domestic buildings erected after 
commencement of this Act and abutting on a 
Street formed or laid ont after the comnience- 

I inent of this Act, the following provisions shall 

L have effect:— ■ .. 




2! ASSTSAOT OF THAT PORTION OF THE ACT 



(i.) Thero shall be provided aa open Bpace 
ID rear not less tlian 150 sq. feet. Where 
basement storey has open space provided by 
preceding Section irrespective of nse to which 
ground storey appropriat»l, or where no 
basement, or where ground storey not con- 
etracted or adapted t« be inhabited, the open 
space by this Section may be above level of 
ceiling of ground storey, or a level of 16 feet, 
exclusive of lanteni lights, measured liora 
adjoining pavement. 

In all other cases open space shall be free from 
any erection above level of adjoiuiDg pavement 
except a wal«r closet, earth closely or privy, 
&c. and enclosing walls, none of which 
erections shall exceed H feet in height. 

(ii.) Such open space to be full widtli of build- 
ing, and a depth in every part at least 10 feet 
from such bnilding. 

(iii.) The height of such building in relation to 
space required in rear shall be fixed and 
ascertained as follows ; — 

(a) An imaginary line Qiereafter called 
horizontal line) shall be drawn at right angles 
to roadway in front of building and through 
front of centre of the face of building. 

(6) The horizontal lino shall intersect 
boundary of open space furthest from such 
roadway. 

(c) The horizontal line shall be drawn 
throughout at level of pavetuent, unieas Bite 
of building inclines towards roadway, in 
which case the horizontal line shall be drawn 
directly over the said point in front of centre 
of face of building at the level throughout of 
the ground at boundary of space furthest 
from roadway, where boundary is intersected 
by horizontal line. 

(d) A second imaginary line (called the 
diagonal line) shall bo drawn in direction of 
building above and in same vertical plane 
with horizontal line at an angle of G34% and 
meeting horizontal line where it intersecte 
boundary of space furthest removed from such 
roadway (see Plate 19). 

(e) No VBXtJf building to extend above 
diagonal lata^mcapt chimneys, dormers, 
gables, taa^W&c, agi.'regating in all not 

■■-—^^'- ' -idth of rear elevation. 
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C/) When pavement in front of build- 
ing not all (me level, mean level shall be 
deemed the level thereof. Where boundary 
of space at rear of building not parallel with 
rear wall of building, a horizontal line shall 
be drawn to a pcHut distant from such rear 
wall the mean distance from such wall of the 
boundary of space at rear, whether such point 
be beyond said boundary or not, 

(jg) When boundary of space at rear so 
irregular in shape that doubt arises how 
measurement to be taken, application to be 
made to Council, and applicant if dissatisfied 
miay appeal to Tribunal of Appeal. 

(Ji) When land at rear of such building, 
and exclusively belcmging thereto, abuts 
immediately upon a street or open public 
space, or maintenance of which as an open 
space is secured permanently or to satis- 
foction of Council by covenant or other- 
wise, the horizontal line shall be produced^ 
and diagonal line may be drawn from hori- 
zontal line at centre of roadway of such 
street at level of surface thereof, or at further 
boundary of such open space, and it shall not 
be necessary to provide any open space at the 
rear of such building 

(iv.) (a) If building at corner abutting upon 
two streets ; or 

(h) A building at corner, one side abutting 
upon a street, and on another side upon open 
space not less than 40 feet wide, &c. 

The Council may permit erection of buildings 
not exceeding 30 feet high upon such part of 
space in rear as they may think fit, provided 
they be satisfied that such building be so 
placed as not to Interfere unduly with access 
of light and air to neighbouring buildings. 

When Council refuse any application under this 
Sub-section, applicant if dissatisfied may 
appeal to Tribunal of AppeaL 

(v.) In case of buildings at corner, as hereafter 
described, nothing in this part as to deter- 
mination of height by diagonal line shall 
prevent return front being carried up to full 
height of front elevation for distance of 40 
feet, or such less distance as requirements of 
open space at rear may demand. 

{vi.) In exceptional cases^ where land irregular 



Part V., Sec. 41. 



shape, to which preceding proviBJotis of this 
Section, caonot be applied, Council may allow 
modifications. 

A11 peiBons dissatisfied with determiDatioD of 
Council may appeal to Tribunal of Appeal .. 

Domeatio buildings erected after cammencemeDt 
of thia Act, abutting Hpon ai street formed or 
kid out before comraencerociit of this Act, 
provisioDS of this Section aluill apply with 
this modification — that horizontal line shall 
be drawn at a level of IG feet above level of 
adjoining pavement, and in any such case (ex- 
cept in cases of dwelling houses to be inhabited 
or adapted to be inhabited hj peisons of the 
working class) the open apace to be provided 
hj paragraphs (i.) and (ii.)Df Sob-section 1 of 
tliis Section may bo provided above level of 
ceiling of ground storey, or 16 feet (eiclunive 
of lantern lights) above level of adjoining 
pavement. 

Notwithstanding preceding provisions of thia 
port of this Act, any part of dcroestic build- 
ing may extend above diagonal Hoe provided 
Councilor Tribunal of Appeal shall be satis- 
fied that an open cubic space of air will be 
provided at rear of such building equal to the 
open cubic space which would have been 
provided at rear of such Imilding if such 
diagonal line had been drawn from ground 
level in manner [irovided in Sub-section 1 (iii.) 
of this Section, and if no part (except as per- 
mitted) had extended above such diagonal line. 
Applioaut if dissatisfied with determiaation ot 
the Council may appeal to Tribunal of Appeal. 

Nothing in this Section shall apply to houses 
abutting in the rear vo River Thames, public 
park or open space not less than 80 feet deep 

and dedicated to the public, &c 

fiules as to dwelhng houseB to be inhabited or 
adapted to be inhabited by persons of the 
working class, erected after the commence- 

ment of this Act 

Sufficient plana showing extent and height in 
several parts, and position ia relation to other 
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which is adjacent thCTeto, to- be delivereda 
the County Hall one month before c 
ing to erect 



■f Conncil disBntufied with safficieoc^ of owa 
spaces for admisalon of liglil. aud air, it ahnll 
be lawliil for Ihein to refuse to Banctitm such 
plans withia one moath from delivery of 
same. Nothing in the Sub-section shall 
Buihorise the Conncil to refuse satiction if 

I open spaces for admiaaion of light and air is 
or are equivalent to o["en spaces which would 
have been provided under Ihe provlaions of 
this Act, in case the sarae had been erected 
after commencemeot of thia Act, abutticie 
apon a street oi way formed or laid out before 
oommencemeDt of this Act 
erection of such dwelling house to be com- 
menced without sanction of Council ., 
^ it after delivery of plana Council do not give 
notice of their disapproval, sanction shall be 

deemed to have been given 

If refuaal of Council considered tm reasonable, 

appeal may be made to 'I'ribunal of Appeal .. 

For domestic buildings (not being a dwelling 

house inhabited by persons of working class) 

abattiag on a street on the aite of domestic 

^^ biuldings existing at commencement of this 

^^L Act, or on a site vacant at commencement of 

^H this Act, but occupied by a domestic building 

^^B any time within seven years previous to com- 

^f mencement of this Act, the following 

" provisions shall have effectr — 

Before commencing to build, plans to be prepared 
showing extentofpreviously existing domestic 
building (if bnilding taken down before cnm- 
mencement of this Act, or accidentally 
destroyed, best plana available), and to 
submit to District Surveyor who shall, if 
satisfied, certify as to correctness. 
Such person may then erect domestic building, 
but no more land shall he occupied by newly 
erected building than was oocugiied by 
previously eiiating domestic building. 
For failing to stibmit plan to Distriat Purveyor, 
or the District Surveyor or Tribunal of 
Appeal refuse to certify the accuracy of 
same, person rebuilding slinll be bound by 
" g provisions of this Part of this Act, 



&c . 

person desires to deviate from plana as 
certified by District^Sorveyor, it shall be legal 
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for him to apply to Coancil to sanction each 
deviation, &c. ., 

A peraoQ diasatiafisd witli any decision of tie 
Council or District Surveyor, he may appeal 
to Trihunai of A ppBul 

When a pereou deijires to ky out new streets 
on a cleared area, he may make application 
to the Council, and the Council may, if they 
think desimble, modify or relax any of the 
foregoing provisions of this Part of this Act, 
&c 

Courts toithin a huildirig. — When a com't, 
wholly or part open at top, but enclosed on 
every side, &c., sad the depth of such court 
from eavec or top of parapet to ceiling of 
ground floor storey esceeda the length or 
breadth of such court, adequate! proyiaion for 
the ventilation shall he made and maintained 

between lower end of court and the outer air. 

Ho habitable room not having window directly 
opening into external air, otherwise than into 
a court enclosed on every side, iihall be con- 
Gtmcted in any building usleas width of snch 
court, measured from such window to opposite 
wall, shall be equal to half the height, 
meaaui'ed from the Bill of such window to 
eaves or tflp of parapet of opposite wall. 

A court of which the greater dimension does 
not exceed twice the less dimension, shall be 
held to comply with this Section if a court 
of same area hut square in shape would 
comply therewith. 

No habitable room above ground storey, not 
having window directly oiiening in esteraal 
air otherwise tlian into a court open on one 
side, the depth whereof, measured from ojien 
side, exceed twice the width, Hhall be con- 
etruoted in any building unless every window 
be placed not nearer to opposita wall of snch 
court, or to any other building, than one-half 
the height of top of such wall or building 
above level of sill of Bu<;h window 

Buperinfjinding architecf pay define front or 
ir of bnildiogs wly" Vcessary, &c 
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TABLE XXIIL 

HEiaHTS OF BUILDIXGS. 

A building (not being a church or chapel) shall 
not be erected or subsequently increased to a 
greater height than 80 feet (exclusive of two 
storeys in roof, &c.) without consent of 
Council, except where contract lawfully made 
previously to passing of this Act, &c. 

This Section shall not apply to rebuilding same 
height at present of any building existing at 
passing of this Act of greater height than 80 
feet. 

Where existing buildings forming part of con- 
tinuous block, &c. ex'^eed height prescribed 
by this Section, nothing in this Section shall 
prevent any other buildings in same block or 
row, belonging at date of passing this Act to 
same owner, from being carried to height 
equal to but not exceeding that of existing 
buildings. 

Nothing in this Section shall affect powers 
conferred upon railway companies, &c. 

When Council consent to erection of any build- 
ing of greater height than that prescribed by 
this Act, notice of such consent shall, 
within one week after consent given, be pub- 
lished and served in a manner directed by 
the Council, and the consent shall not be 
acted on until 21 days after such publication, 
or service, or in event of any appeal against 
consent, until after determination of such 

appeal 

(a) The owner or lessee of any building or 
land within 100 yards of the site of any 
intended building, who may deem himself 
aggrieved by grant of such consent in respect 
of the last mentioned building ; or 

(&) Any applicant for consent which has 
been refused, may respectively, within 21 days 
after publication of notice of consent or after 
date of refusal, appeal to Tribunal of Appeal 

Whenever consent refused and applicant intends 
to appeal against same, such applicant shall 
give notice, within 21 days of such refusal, in 
such manner as Council may direct to owner 
or lessee of any building or land within 100 
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yards of site of building to which refusal 

relates, that he intends to appeal from such Past 

refuaal Sec. 4 

In the case of appeal agaiuBt refuaal of oonBenC, 

any owner or leaaee of any building or land 

within 100 yards of site of intended building 

may appear and be heard before Tribunal of 

Appeal against application to reverse or vary 

reitual „ 

After commencement of this Act no existing 

building (other than cliorch or chapel) on 

site of a street formed or laid out after Tth 

Auenat 1862, and o( less width tian 50 feet, 

shall without consent of Council be raised, 

and no new buililing shall without consent of 

Council be erected on aide of any such street, 

BO that height shall exceed the distance of 

the front or nearest external wall of such 

building from opposite Bide of such street. 
Where such building is erected or intended to 

be erected on corner plot, so as to abut upon 

more than one street, the height of the build- 
ing shall (unlesa Council otherwise consent), 

be regulated by the wider of such streets, &c., 

and also so far as it abuts &a. upon the 

narrower of such Etreets to a distance of 40 

feet from the wider street. 
Any building erected or raised before com- 
mencement of this Act to a height to which 

no objection could have been taken under any 

law then in force, although exceeding the 

height provided in this Section, may be 

re-erccted lo its existing height. 
This Section not to affect rights of any railway 

company „ 4| 

Nothii^ in this part of Act shall prevent 

raising of any building by increasing height 

of topmost storey for purpose of bringing 

habitable rooms in such topmost storey in 

conformity with provisions of this Act 

relating to habitable roorcs „ 6| 

Nothing in this part of Act shaU prevent the 

re-erection on the same site and of not 

greater dimensions of any dwelling house in- 
habited or adapted to be inhabited by 

persons of the working class, erected by a 

Local Authority previously to the passing of 
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CHAPTEE CCXni. 

An Act lo consolidate and amend ike EnaetmenU relating to 
Street! and Buildings in London. 

[25th August 1894.] 

Wheke*3 enactments relfttive to streets and buildings 
in the adminiatrative county of London are contained in 
the following Acts, viz. : — 

The Metropolitan Building Act, Public Act. 
1844. 

The Metropolis Management Act, Public Act. 
1855. 

The Metropolitan Building Aot, Public Act. 
1855. 

The Metropolitan Building Aot Public Act 
(Amendment), 1800. 

The Metropolitan Building Amend- Public Aot 
ment Act, 1861. 

The MetropoKa Management Amend- Public Aot. 
ment Act, 1862. 

The Metropolitan Building Act, Fublio Aot, 



The Metropolitan Building Aot, 
1871. 

The Metropolis Management and 
Building Acts Amendment Act, 1878. 

The Metropolis Management and 
Building Acts (Amendment) Act, 1882 

The London Council (General 
Powers) Act, 1890. 

The London Sky Signs Act, 1891. 

The London County Council (Gene- 
ral Powers) Act, 




Public Aot. 



Public Act. 

Local and Per- 
sonal Act, 

Local and Per- 
sonal Act. 

Local and Per- 
sonal Aot. 




LONDON BUILDING ACT, 1894. ^^^| 

And whereas tlie eiieting proviaiona of the said Acts 
are complicated, and in some lespecte doubtful, and are 
insnfQcieiit to secure the construction and maintenance of 
etreets and buildiuge in a satiefactory manner : 

And whereas it will conduce to the pnblio convenience 
that the said Acts should be repealed to the extent set 
forth in this Act, and that further proviaiona ahould bo 
made, and powers conferred, in order to secure a proper 
width and direction of streeta, the sound construction of 
buildings, the diminution of the danger arising from fire, 
the securing of more light, air and space round buildings, 
and generally with respect to the control and regulation 
of streeta and buildings, and otherwise as in this Act set 
forth ; 

And whereas the purposes aforesaid cannot be effected 
without the authority of Parliament : 

May it therefore please Tour Majesty, that it may be 
enacted, and be it enacted by the Queen's most Excellent 
Majesty, by and with the advice and consent of the Lords 
Spiritual and Temporal and Commons, in this present 
Parliament assembled, and by the authority of the same 
as follows (that is to say) : — 
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Part I. 
INTHODUCTORT. 
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This Act shall be divided into Parts as foUows ;— 
Part I. Introductory. 
„ II. Formation and Widening of Streets. 
„ HI. Lines of Building Frontage. 
„ IV. Naming and Numbering of Streets. 
„ Y. Open Spaces about Buildings and' I 

Height of Buildings, 
„ VL Construction of Buildings. 
„ Tn. Special and Tompoi-ary Buildings and 
^^^ Wooden Structures. 
^T.- Eights of Building and Adjoining 
^ Ownon 
^. Dangeroi 
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Part X. DangeroDB &nd Nouods B(isi]>es8ee. 
., XI. Dwelling HoueeaoQ Low-Lying L*nd. 
„ Xn. Str Signs. 
„ XTT I. Superintending Architect and Die- 

trict Sorveyora. 
„ XIT. By*law9. 
„ SV, Legal Proceedings. 
„ XVI. Uisoellaneoos. 

3 — This Act eliflll ctrme into operation on, and aball - -- 
take effect fn>ni the first day of January next after the ■""'"^ 
passing thereof, which date jfl in this Act referred to as 

the commencement of this Act. 

4 — This Act shall. Have so far as is otherwise provided, suoit 
:tend to London and no farther : *"■ 

Provided always, that in addition to any exemption 
Teforring to the Commissioners of Sewers contained in 
this Act, nothing in this Act contained shall in any way 
take away, alter, prejudice or affect any of the powere, 
privileges, exemptions, jnrisdictiona or authorities given 
to or vested in the CommiBsionera of Sewers, by or under 
any Act of Parliament, and existing immediately before 
the passing of this Act, notwithstanding the repeal of the 
Acts specified in the Fourth Schedule hereto. 

5 — In this Act, unless the context otherwise re<|uire8 — Deflnii 

1. The expression " street " means and includes any 

highway and any road, bridge, lane, mews, foot- 
way, square, court, alley, passage, whether a 
thoroughfare or not, and a part of any anch high- 
way, road, bridge, lane, mews, footway, square, 
cotirt, alley or passage. 

2. The expression "way" includes any public road, 

way or footpath, not being a street, and any 
private road, way or footpath which it is pro- 
posed to convert into a highway, or to form, lay 
out or adapt as a street. 

3. The expression " roadway," in relation to any street 

or way, means and ineluUea the whole space 
open for traffic, whether carriage traffic and foot 
ti-affic or foot traffic only. 

4. The term " centre of the roadway " means— ' 
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(o) In relation to any street or way of which 
the centre of the roadway has been BBcor- 
tained or defined by the Council or the 
superintending architect previously to or 
after the commencement of this Act, the 
centre of the roadway as so ascertained or 



(6) In relation to any street or way of which 
the centre of the roadway shall not have 
been ascertained or defined by the Council 
or the superintending architect, where 
the roadway opposite the site of the 
building in question shall, since the 
twenty-second day of July, one thousand 
eight hundred and seventy-eight, have 
been widened, the centre of the roadway 
aa existing immediately before the date 
of such widening, or where it shaU not 
have been so widened, the actual centre 
of the existing roadway : 
For the purpose of any enactment in this Act referring 
to the centre of the rosidway, the superintending 
architect may at any time define the line consti- 
tuting the centre of the roadway, in the oase of 
a street formed or laid out after the eighteenth 
day of August, one ihousand eight hundred and 
ninety, and the line so defined shall continue to 
be deemed the centre for such purpose, notwith- 
standing that the actual centre of the roadway 
may have become altered by reason of the road- 
way having been widened either on one side 
only, or on both sides to au unequal extent. 

5. The expression "the prescribed distance" means 

twenty feet from the centre of the roadway 
where such roadway is used for the purpose of 
carriage traffic, and ten feet from the centre of 
the roadway where such roadway is used for the 
purposes of foot traffic only. 

6. The expression " new building " means and in- 

cludes — 

Any building erected after the commencement 

of this Act ; 
Any building which has been taken down for 



more than one-lialf of its cubical extent, and 
re-erected or oomraeuced to be re-erected, 
wholly or partially, on tbe sama site after 
the oommencement of this Act ; 
Any space between walls and buildinga wbich 
18 roofed or oonunenced to be roofed after 
tbe commencement of this Act. 
■ The Bxpresaion " bressnmaier " meaiia a wooden 
beam or a metallic girder which carries a wall. 

8. The eipreBsion " level of the ground " means the 
meaji level of the ground as determined by the 
dislriiit surveyor, or, in tbe event of disagreement, 
by the superintending architect, or on appeal, by 
the tribunal of appeal. 

9. The espreesion "foundation" applied to a wall 
having footings means the solid ground or arti- 
ficially formed support on which tbe footings of 
the wall rest, but in the case of a wall carried by 
a bressummer means such bressummer. 

10. The expression "base " applied to a wall means tbe 
underside of the course immediately above the 
footings, if any, or in the case of a wall carried 
by a bressummer, above such bressamraer. 

11. The expresBion "ground storey" means that storey 

of a building to which there is an entrance from 
the outside on or near the level of the ground, 
and where there are two such storejs, then the 
lower of the two ; 
Provided that no storey of which the upper surface of 
the floor is more than four feet below tbe level of 
the adjoining pavement shall be deemed to be 
the ground storey, 

12. The exptession " basement storey " menus any storey 

of a building which is under the ground storey, 

13. The expression " first storey " means that storey of 
a building which is next above the ground storey, 
the snceeasive storeys above the first storey being 
the second storey, the third sturoy, and so on to 
the topmost storey. 

14. The expression " topmost storey " means tbe upper- 
most storey in a building, whether constructed 
wholly or partly in the roof or not. 

15. The expression "external wall" means an outer 
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wall or vertical enclosure of any building not I 
being a party wall, 
'he expresBion " party wall" means — 

(a) A wall forming part of a building, and ; 
uaod or constructed to be used for separa- I 
tion of adjoining buildings belonging to 
difl'erent owners, or occupied, or con- 
structed, or adapted to be oooupied by 
diSerent persons ; or 
(It) A wall forming part of a building and 
standing to a greater extent than the pro- 
jection of the lootings on lands of different 



L 



The expression " cross wall " means a wall used, or 
constructed to be used, in any part of its height 
as an inner wall of a building for separation of 
one part from another part of the building, that 
building being whoUy in, or being constructed or 
adapted to be wholly in, one occupation. 

The expression " party fence wall " means a wall 
used, or constructed to be used, as a separation of 
adjoining lands of different owners, and standing 
on lands of different owners, and not being part 
of a building, but does not include a wall can- 
structed on the laud of one owner, the footings 
of which project into the land of another owner. 

The expresaion " party arch " means an aroh 
separating adjoining buildings, storeys, or rooma 
belonging to different owners, or occnpied, or con- 
structed, or adapted to be occupied by different 
persons, or separating a. building from a public 
way or a private way leading to premises in other 
occupation. 

The expression "party structure" means a party 
wall, and also a partition floor or other structure, 
separating vertically or horizontally buildings, 
storeys, or rooms approached by distinct stair- 
oases or separate entrances from without. 

The expression " height " in relation to any building 
means the measurement taken from the level of 
the footway, if any, immediately in front of tha 
centre of the &oe of the building, or, where thera 
is no such footway, from the level of the ground,. 
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before eicavatioD, to the level of the top of the 
parapet, or where there ia no parapet, lo the level 
of the top of the exterDal waU, or, in the case of 
gabled bnildiugt), to the base of the gable. 

22. The expression " area " applied to a building means 

the superficies of a horizontal section thereof 
made at the point of its greatest surface, in- 
clusive of the external walls and of such portions 
of the party walia as belong to the building. 

23. The expression " square " applied to the measure- 

ment of the area of a building means the space of 
100 superficial ieet, 

24. The ejtpressiou "cubical extent" applied to the 

measurement of a building meanH the space con- 
tained within the external surfaces of its walla 
and roof and the upper surface of the floor of its 
lowest storey. 
25- The expression " dwelling-house " means a building 
used, or coMstruoted, or adapted to bo used 
wholly or principally fur human habitation. 

26. The expression "domestic building" includes a 

dwelling-house and any other building not being 
a public building, or of the warehouse class. 

27. The esproHsion " public building " means a building 

used, or constructed or adapted to bo used as a 
church, chapel or other place of public worship, 
or aa a school, college or place of instruction (not 
being merely a dwelling-bouse so used), or as a 
hospital, workhouse, public theatre, public hall, 
public concert-room, public ball-room, public 
lecture-room, public library or public exhibition- 
room, or as a public place of assembly, or used or 
constructed, or adapted to be uaed for any other 
public purpose, also a building used or con- 
structed, or adapted to be used as an hotel, 
lodging-house, home, refuge or shelter, where 
such building extends to more than two hundred 



! feet, 



persons. 
28. The expression "buildh 
wareh'p 



of the warehouse class" 
factory, manufactory, 
brewery or distillery, and any other building 
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eiceeiiing in cubical extent one hundred i 
fifty thonaand cnbic feet which i 
public building nor a domestie buildiuL 

. The expreBskii " owner " shall apply to every person 
in posBeeeioii or receipt either of the whole or of 
any part of the rent* or profits of auy land or 
tenement, or in the ewcupation of any land or 
tenement othorwiee than as a tenant from year 
to year or for an; less term or as a tenant at 
will. 

>. The expreesion " occupier" doesnot inolndea lodger, 
and " opcupy " and " occupation " do not refer to 
occupation by a lodger. 

. The expreaaion " building owner" means such one 
of the owners of adjoining land as is desirous of 
building, or such one of the owners of buildings, 
storeys, or rooms separated from one another by 
a party wall t>r party structure, as does, or is 
desirous of doing a work affecting that party 
wall or party structure. 

1, The expresBion " adjoining owner " means the owner 
i of the owneis, and " adjoining occupie 



) of the occupiers of 
B adjoining those 

' means the person who 
r to execute work on a 
r where i 



means the occupier ( 

land, buildings, storeys c 

of the building owner, 
, The expression "'builder" 

is employed to build o; 

building or structure, i 

employed the owner of the building or structure. 
. The expression " superintending architect " means 

the superintending architect of metropolitan 

buildings for the time being. 
'. The expression "district survej'or" means every 

such surveyor who is appointed in pursuance of 

this Act, or whose appointment is hereby oon- 

firmed, and shall include any deputy or assistant 

surveyor appointed under this Act. 
>. The expression "fire- resisting material" means any 

of the materials and Ihings described in the 

Second Schedule to this Act. 
, The expression " inhabited " applied to a room 

nieana a room in which some person pasaes the 

night, or which is used as a living room, in- 
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cludiiif; a room witL reapoct to which there is * 
probable preaumptjon ( until the contrary is 
shown) that some person passes tho night 
therein, or that it is used as a living room. 

I 38. The espreBsion "iialitalile" applied to a room 
means a room <Mnstructed or adapted to !« 
inhabited. 

■ 39. The expreaMon "the M«tropo]ifl Management Acta " 
means the Metropolis Management Act, 1855, and 
the Acte Amending the same, or -aaj one or more 
of those Acte. 

I 40, The expression " Londoa " means the administrative 

I coantj of London. 

1 41. The eijjreasion " the Counoil " moans the Iiondon 

I Counfrj" ConnciL 

I 42, Tbe esjiression ** local a-atljoiity " means the Vestry 
or District Board of Works under tho Metiopobg 
Management Acts, within whose pariah or 
district the Imilding, stryctnre, pW;e, land or 
thing refisired to is, or will be, or in the City 
tho (Jommiasioneis of Sewers, or in the jiarish of 
Woolwich the Wtiolwich Lw^al Board of ilealth. 

I 43. The espression " the City " means all parts now 
^^■ithin the juriedictmn of the Commissionera of 
Sewers. 

L 44. The expression ''Corporation" means the mayor, 

[. aldermen and commons of the City of London, 

[ 46. The expression " Guildhall " means the land, offices, 
coarta and buildings commonly called the 
Guildhall, and the offices, courts and buildings 
adjoining or appurtenant thereto, which now are 
used by, or may hereafter be erected Tor the u^e 
of the Corporation, or of any committee, com- 
mission or society appointed by them. 

L 46. The expression "Commissioners of Sewera" means 
the Commiasioaers of Sewers of the City of 
London. 

I 47. The expression " the tribunal of ai;ipeal " means the 
tribunal of appeal constituted by this Act. 
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FOBMATIOS AXD WIDESECG OF STREETS. 

c 6 — Froro. and after Ihe coDnnencement of this Act etreeta 
shall Dot be made and wuys shall not be wideDe<}, altered 
or adapt«d so as to form streets, otheiwiae than subject to 
and in accordance with the proTisions 8et forth in this 
Part of this Act Provided that this Act ahall not afiect 
the powers of any Local authority to widen, alter or im- 
prove any street. 

7 — Before any person commences to form or lay oot any 
street, whether intended to be used for carriage traffic or for 
foot traffic only, mich person shall make an application in 
writing to the Coancil for their sanction to the formation 
or laying out of snch street, either for carriage traffic or 
for foot traffic (as the case may he) : 

Every such application shall be accompanied by plans 
and sections, with such particulars in relation thereto, as 
may be required bv prioted regulations issued by the 
Council, and the Council shall forthwith communiimte 
every snch application to the local authority ; 

And DO perB'm shall commence to form or lay out any 
street for carriage traffic or for foot traffic without haviug 
obtained the sanction of the Council. 

8 — For tlie purposes of this Part of this Act a person 
shall bo deemed to commence to form or lay out a street 
if he erect a fence or other boundary, or lay down lines of 
kerbing, or level the surface of the ground so as to define 
the oourae or direction of a street, or if he form the foun- 
dations of a house in such manner and in such potsition 
an that Hiioh house will or may become one of three or 
mora honses abutting on or erected beside land on which 
a street is intended to be, or may be thereafter laid out 
or formed. Provided that no pereon shull be deemed to 
(lommeuoo to form or lay out a street if he do any of the 
tuts in this section mentioned fur some purpose other than 
that of forming or laying out a street. 

9.~In any of the oases following bnt in no other o 

(tliflt is to say) : — 

1. Where any street is proposed to be formed or lai 
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out for carriage traffic, without beiug of or being 
widened to the full width of forty feet cleur, or 
Bnch other width »s may be required under the 
provisiims of this Act: 

2. Where any street is proposed to be formed or laid 

out for foot traffic only, without being of or 
being widened to the full width of twenty feet 

3. Where any street exceeding si^ty feet in length or 

any street not exceeding siity feet in lungth, of 
wbich the length is greater than the width, is 
proiMsed to be foriued or laid out without being 
open at both ends from the ground up- 

4. Wliere any street not being within the City ia pro- 

posed to be formed or laid out in suc-h manner 
that such street will not. at and from the time of 
forming and laying out the same, nffurd direct 
oommunication between two streets, such two 
streets beiug (where it ia intended to form or 
lay out such street for carriage traffic) streets 
formed and laid out for carriage traffic ; 

5. Where it is proposed to form or lay out any street, 

nut being within the City, for foot traffic only, 
and it appears to the Ci>uncil that such street 
ahould not be formed or laid out for foot traffic 
only, or that such street should be formed i 



mly aiibject to oon- 

e formed or laid out 
iny gradient steeper 

T lay out any street 
n cuntiavention of any 



laid out for foot traffic ( 
ditiona ; 

6. Whefe the street is proposed to h 

for carriage traffic w'" 
than one in twenty ; 

7. Where it is proposed to form ( 

in tuch manner as to be 
bye-law of the Council ; 
it shall be lawful for the Council by order at any time 
within the period of two months after the receipt of tho 
application, to refuse to sanction, or to sanction subject to 
Buob conditions aa they may by such order prescribe, the 
formation or laying out of such street for carriage traffio 
for foot truffic only, as the caau may be, provided that 
3 Council shall within such period give notice to the 
plicant of such order, stating fully all their reasons for 
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ions, as the ^^| 
rnn months ^^ 



BTich refuBttl or the imposition of bucH conditions, 
oaae may be : 

Provided that if -within the said period of two months 
the Council fail to give notice of their refusal to sanction 
the formation or laying out of auoh street, or of their dis- 
approval of any such plan or section, they ahall be deemed 
to have given their sanction thereto, 

10 — !■ Before any person commences — 

(a) To adapt for carriage trafSo any street or 
way not previously so adapted, or to use 
or permit to be used for carriage trafSa 
any street or way not previously bo 
adapted ; 
(6) To adapt as a street for foot traffic only or 
as a public footway any way not pre- 
viously so adapted ; 
such person shall make an application in writing to the 
Council for their sanction thereto, and such application 
shall be accompanied by plans and sections and such par- 
tioulars in relation thereto as may be required by printed 
regulations issued by the Council, and the Council shall 
forthwith communicate every such application to the 
local authority, and no person shall commence to execute 
any such work without having obtained the sanction of 
the Council. 

2. Within two months after the receipt of any such 
application t^e Council shall either sanction the plans and 
Bections or give notice to the applicant of their disapproval 
thereof, stating fullyall their reasons for such disapproval. 
Provided that if within the said poriod of two months the 
Council fail to give notice of their disapproval of any such 
plan or section, they shall be deemed to have given their 
sanction thereto. 

3, A person shall be deemed for the purposes of this 
Part of this Aot to commence to execute a work within 
the moaning of this section if he erect a fence or other 
boundary or lay down lines of kerbing or level the surface 
of the ground so as to define the course or direction of a 
■work wilhin the meaning of this section, or if he form tha 
foundations of a house in such manner and in such position 
as that such house will or may become one of three or 
more houses abutting on or erected beside land on whioll 
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^B a street is 
^ formed. 
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a. street is intended to be or may "be thereafter laid out or 
formed. Provided that no person shall be deemed to 
e to execute a work within the meaning nf lUis 
aection if he do any of the acts in this eub-seotion ii 
tioned, for some purpose other than that of executing a 
work within the meaning of this section. 

4. Before any person commences to widen on either sido 
to a less extent than the prescribed distance any part of n 
street or way whrch (being adapted for carriage traflio) is 
less than forty feet in width or {being adapted for foot 
traffic only) ia less than twenty feet in width, he shall 
gire notice in writing to the Council, accompanied by a 
plan showing the extent of the proposed widening, and 
no person shall ooinmence to eseoiite any Buoh widening 
until after the expiration of two monihs from the date of 
snch notice, unless with the previous sanction of the 
Conncil. 



In any of the cases following, but in no other case ( 
B to say) : — J 

Whenever it is projiosed to adapt for carriage traffic ■ 
any street or way (not previoiwly sii adapted) i 
where there are housee or buildings either on 
both sides thereof or only on one side thereof, 
without a distance of at least twenty feet clear 
being left between the centre of the roadway and 
the nearest external wall of the houses or build- 
ings on the side of the street or way to which 
the measurement is taken, or (if there be fore- 
courts or other spaces left between such external 
wall and the roadway) without there being a 
distance of at least twenty feet clear between 
the centre of the roadvray and the external fenoea 
or boundaries of such forecourts or other spaoes ; 

Where it is proposed to adapt as a street for foot 
traffic only or as a public footway any way not 
previously so adapted, without the same being 
of or being widened to the full width of twenty 
feet clear, measured as aforei^aid ; 

Where any such adaptation would result i 

formation of a street exceeding sixty feet in 
length, or a street not exeeeding sixty feet in 
length, of which the length is greater than the 



u- 
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ten at bothi ^H 
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wiilth, and in either case not being open 
ends from the ground upwards ; 

4. Where any such adaptatiun would result in the 

formation of a street, not being within the City 
and not affording direct communication between 
two streets, such two streets being (where it is 
intended to form or lay out such street for 
carriage traffic) Htreets formed and laid out for 
carriage traffic ; 

5. Where the adaptation will result in the formation or 

laying out of a street, not being within the City, 
for foot traffic only, and it appeals to the Council 
either that such street should not be formed or 
laid out for foot traffic only, or ihat such street 
should be formed or laid out for foot traffic (mly 
subject to conditions ; 

6. Where the adaptation would result in the formation 

of a street for carriage traffic with any gradient 
steeper than one in twenty ; 

7. Whore the adaptation is proposed to be made in Buoh 

a manner aa to be in contravention of any bye- 
law of the Council ; 
it shall be lawful for the Council by order at any time, 
within the said period of two mouths after the receipt of 
the application, to refuse to sanction or to sanction (subject 
to such conditions as they may by such order prescribe) 
the adaptation proposed by the application. Provided 
that the Council shall within such period give notice to 
the applicant of such order, stating fully all their reasona 
for such refusal or the imposition of such conditions, aa 
the case may be. Provided also lhat if within the said 
period of two months the Council fail to give notice of 
their refusal to sanction such adaptation or of their 
sanction of Ihe adaptation subject to conditions, they 
shall be deemed to have givtn their sanction thereto. 

X2 — In any case where it is intended — 

(a) To form or lay out any street, not being ' 

within two miles of Saint Paul's Cathedral, 

for carriage traffic ; 
(6) To adapt or permit to be used for carnage i 

traffic any street or way (not being within J 

two miles of Saint Paul's Cathedral) not I 

previously so adapted; 



and the Ccnancil shall deem it expedient in the pttblio 
interest that tbe street or way should, by reason of its 
length or imponance, or in consequence of its forming, or 
being so situate as to be likely to furm, part of iin im- 
portant line of commuuii^iion, or for other sufficient 
reason, bo of a groatei' width than forty foet clear, they 
may make it a omdiiion of their sanction that the street 
or way shall be throughout, or in such part as they may 
direct, of a gR'ater width than forty feet, but nothing in 
this section shall authorise the Council to requite a 
greater width thim sixty feet: 

And before requiring that any street or way shall he 
wider than forty feet the Council shall {cive notiite of their 
intention to the local authority, in order that the local 
authiirity if they think fit may make a represeutatiou to 
the Council. 

13— 1- No person shall erect any new building or new ' 
structure or any part thereof, or extend any building or i 
structure or any part thereof in huch manner that any | 
external wall of any such building or structure, or (if 
there be a forecourt or other space between such external 
wall and the roadway) any part of the exiemal fence or 
boundary of such forecourt or other apace, shall, without 
the consent in writing of the Council, be in any direction 
at a distance less than the prescribed distance from the 
centre of the roadway of any street or way (being a high- 
way). 

2. Where the Council after consulling the local au- 
thority shall deem it expedient in the public interest, 
either by reason of the length or importance of the street 
or way, or by reason of the street or way Ibiming, or being 
BO situal« as to be likely to form, part of an important 
line of communication, or for other sufficient reason, that 
the prescribed distance from the centre of the roadway of 
any such street or way should, where such roadway is 
used for the purpose of carriage traffic, be greater tnan 
twenty feet, it shall be Irtwful for the Council to de- 
termine that the prescribed distance shall be such greater 
distance not exceeding thirty feet from the centre of the 
roadway of such street or way on either i-ide or both sides 
as the Council shall see fit to determine. Thiw sub- 
section shall not apply to any street or way within two 
1 miles of Saint Faal's Cathednd. 



3. Tn oaae the person intending to erect, form or eit 
any such building, Btructure, forecourt or space shall ba 
^Jissatisfied with the determination of the Council that the 
prescribed distance shall be greater than twenty feet from 
the centre of the roadway, he may appeal to the trihnnal 
of appeal against such detarmtnation of the Council. 

4. The Council may in any case where they think it 
expedient coDBent to the erection, formation or extension 
of any building, structure, forecourt or space at a distance 
less than the prescribed distance from the centre of the ^^ 
roadway of any ench street or way, and at suoh distance 
from the centre of such roadway and subject to such con- 
ditions and terms (if any) as they may think proper to 
sanction. Provided that the giving of snoh consent by the 
Council shall not in any way affect any rights of the 
owners of adjoining land. Before giving such consent the 
Council shall communicate to the local authority their in- 
tention to give tlie same. Any person dissatisfied with 
tfa.e determination of the Council under this sub-sectioa 
may appeal to the tribunal of appeal. 

5. Provided that where any person intends to alter or 
re-erect a building or stracture existing either at the 
commencement of this Act, or at any time within seven 
years ])revioualy, and which shall not be or shall not have 
been in conformity with the provisions of this section re- 
lating to new buildings arid structures, such person may 
canee to be prepared plans showing the extent of such 
building or Rtructure (or in the event of such building or 
structure having ceased to exist before the coinmenc<'ment 
of this Act or having been accidentally destroyed, the 
best plans available under all the circumstances of the 
case), and the extent of the forecourt or other open space 
(if any) between any eiternal wall of such building or 
structure and the roadway, and may cause such plans to 
be submitted to the district surveyor, who shall (if reason- 
ably satisfied with the evidence of their accuracy) certify 
the same under his hand, and such oertiG.cate sliall be 
taken to be conclusive evidence of the correctnese of the 
plans. Thereupon it shall be lawful for such person to 
alter or re-erect such building or structure, but so that no 
land witliin the preacribed dislance shall be occupied by 
the re-erected building or ttrncture, or the forecourt or 
such otlier open space as aforesaid (if any), except that 



I 



LONDON BTTILDINa ACT, 1894. 4; 

which was occupied within the prescribecl diafance by the 
previoualy existing huildiug, structure, forecourt or open 
space : 

If such person should fail to eubmit such plans to the 
district surveyor, or the distriot surveyor or ilie tribunal 
of appeal shooild refuse to certify the accnracy of the same, 
such person shall, iu altering or rebuilding the said build- 
ing or structure, be bound by the preceding provisions ol 
this section in all respects, as though no building or 
atructure had previously existed upon the laod within the 
period aforesaid. Provided always that no dwelling-house 
to be inhabited or adapted to be inhabited by persons of 
the working class shall without the consent of the Council 
be erected or re-orectei within the presoribed distance to a 
height exceeding the distance of the front or nearest external 
wall of such building from the opposite side of such street, 
and that no building or structure shall be converted into 
such dwelling-house within the prescribed distance bo as 
to exceed such height : 

Provided that this section shall not prevent the re-erec- 
tion of any auch dwelling- house erected previously to the 
passing of this Act by a local authority. 

6. Nothing in this section shall affect the exercise of 
any powers conferred upon any railway company by any 
special Act of Parliament for railway purposes. 

14— In every case where any new building or new N 
Btruoture is erected at a distance in any direction from the p 
centre of the roadway of any street or way less than the « 
distance permitted under tbis Part of this Act, or contrary 
to the conditions and terms (if any) subject to which the 
Council or the tribunal of appeal has sanctioned the erec- 
tion of such building, the Council may serve a notice upon 
the owner or occupier of the eaid building or stnictni-o, or 
upon the builder, requiring him to cause such building, 
structure, forecourt or space, or any part thereof, to be set 
back so that every part of auy external wall of such build- 
ing or structure, or of the external fence or boundary of 
such forecouit or space, shall he at a distance in every 
direction from the centre of the roadway of auoh street or 
way not leas than the distance so permitted, and shall be 
in accordance with such conditions and terms (if any) as 
the Council or tho tribunal of appeal may have prtBcribed. 
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IS — In any case wherfr — 

1. The Council under this Part of this Aot make it a 

condition of their sanction to — 

(a) the formation or Ifiying out of any street 
for carriage traffio over land which, either 
at the commencement of this Act or at 
any time within seven years previously, 
has or shall have been occupied by build- 
ings or by market gardens ; or 

(6) the adaptation or use for carriage traffio of 
any street or way not previuusly so adapted 

that the street or way sball be througltout or in 
any part of a greater width than forty feet ; or 

2. The Council determine that the prescribed distance 

from tte centre of the roadway shall be greater 
than twenty feet ; 
the Council shaU be liable to pay to the owner of land or 
buildings required for such greater width or such greater 
prescribed distance cum pen aat ion for the losa or injury (if 
any) sustained by him by such requirement. The amount 
of such compensation, if nut agread within two monihs 
from tlie time of such condition being made or determina- 
tion arrived at, may (unless the Council waive the con- 
dition or determination) be recovered in a summary maun er 
except where the amount of compensation exceeds fifty 
pounds, in which case the amount thereof ehall he settled 
by arbitration according to the provisions contained in 
the Lands Clauses Acts, which are applicable where ques- 
tions of disputed compensation are authorised or required 
to be settled by arbitration, and for that purpose those ! 
Acts BO far as applicable Hhall be deemed to be incorpo- . 
rated with this Act : 

Provided always that within two months from the time 
of such conditi(jn or determination being made or arrived 
at, if the amount of such compensation has not been settled 
before the expiration of such time, it shall be lawful for | 
the Council to waive such condiiion or deter minatiozi. i 
Provided also that if the Council waive such condition or I 
determination they shall pay to the owner the reasonable j 
costs, charges and expenses incurred by him in conse- ] 
qnenoe of such condition or determination, and i 
ueotion with the negotiations for the settlement of the J 
amoant of compensation : 



For the .purpose of this section the expreaBion " owner " 
bas the Bame meaning as iu the Lands Clauses Acts. 

16 — Where after the commencement of this Act — a 

(i.) Any new building or structure is erected or com- {| 
menced in auch a manner that — it 

(a) any part of any external wall of any suoh j 
building or structure ; or " 

if there be between such external wall and the b 
roadway any forecourt or other spaoo — " 

{6j any part of the external fence or boundary 
of such forecourt or space 
ifl or will be in any direction distant from the 
centre of the roadway of any way (not being a 
highway) less than the preficribed diBtanee, or 
less than such other distance as may have been 
sanctioned by the Council or the tribunal of 
appeal j or 

(ii.) Any oonditions or terms snbject to which the sanc- 
tion of the Council or tlie tribunal of appeal in 
relation to any suoh bnilding, structure, forecourt 
or space was obtained have not been complied 
with; or 

(iii.) The time during which such sanction was limited 
to continue has expired ; 
the way shall not become a highway except subject to the 
following provisions : — 

(i.) A written notice shall be served upon the Council of 
the proposal to make the way a public highway ; 

(ii.) The Council may at any timejwitliin two months 
after the receipt of auch notice serve a notice 
upon the owner of such building, structure, fore- 
court or space, or the builder, requiring him to 
cause the same or any part thereof to be set back 
BO that every part of any external wall of such 
building or structure, or of the external fence or 
boundary of such forecourt or space, shall be in 
every direction at a distance not less than the 
prescribed distance from the centre of the road- 
way of auch way, or at such distiince and accord- 
ing to such conditions and terms (if any) as the 
Council or the tribunal of appeal may have sanc- 
tioned and prescribed ; 
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(iii.) Unless and until such first-montioned notioo 1: 

been given to the Council and 8uc!i laBt-men^fl 
tioned notice {if any) has been complied with 
the way shall not become a highway ; 
Provided that this aection shall not affect the erection 
or extension of any building or structure within the limits 
of any area which may have been lawfully occupied by 
any building or structure at any time within two yeai-a 
before the twonty-socond day of July, one thouaand eight 
hundred and seventy-eight, or the erection or extension 
of any building or atructuie lawfully in courae of erection 
or extenaion on the said twenty-second day of July. 

17 — The Council may sanction the erection of any new 
building or structure at any less distance than the pre- 
scribed distance from the centre of the roadway of any 
way (not being a highway), to be specified in such sanc- 
tion, or the continuance of any new building or new 
structure erected at such less distance, or the continuance 
thereof for a limited time only to be specified in such 
sanction, in such cases and subject to such terms and coa- 
ditionB (if any) as they may think proper. And any such 
sanction may be framed in such manner as to apply to all 
new buildinge in any suoh way or any part thereof. Pro- 
vided that the giving of such sanction by the Council 
ehall not in any manner affect any rights of the owners of 
adjoining land. 

18 — Copies of the printed regnlations of the Council 
:■ issued fur the purposes of this Part of this Act shall be 
* kept at the county hall and supplied at all reasonable 
limes withoxit charge to any applicants for the same. 

19 — Whenever any applicant, under Part II. of this 
Act, for the sanction of the Council to the foiTuation or 
laying out of a street, or the adaptation of a street or way 
for carriage or foot trafBc, or for the certificate of adistriot 
surveyor, is dissatisfied with the refusal or conditional 
grant of such sanction, or with any condition imposed by 
the Council, or with the refusal of such certificate as 
aforesaid, he may appeal to the tribunal of appeal, 

! 20 — Nothing in this Part of this Act shall extend or 
apply to any private road formed or laid out by a railway 
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bompany, and waecl as an approach to a station or Btation 
f yard, or as an approach to land used for railway purposi-H. 

21 — Notwithstanding anything in this Act, any bui]d- \ 
ings to be erected upon any lands now belonging to the , 
School Board for London, or over which they have powere i 
of compulsory purchase, or may acquire suoh powers in 
the presout session of Parliament, may he erected in ac- 
cordance with the provisions of any Act in force imme- 
diately before the passing of this Act. 



Part III. 
LINES OF BUILDING FRONTAGE. 
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22 — 1- No building or structure shall, without tho MmiQ -t 
consent in writing of the Conncil, be erected beyond the S^^bi?,! 
general line of bnildiugs in any street or part of a street, lu bnu.iiim- 
place, or row of houses, in which the same is situate, iu nf areti.'"' 
case the distance of such lioe of buildings from the high- 
way does not exceed 50 feet, or within 50 feet of the 
highway, when the distance of the line of buildings 
therefrom amounts to or exceeds 50 feet, notwithstanding 
there being gardens or vacant spaces between the lino of 
buildings and the highway. Sach general line of build- 
ings shall, if required, be defined by the superintending 
architect hy a certificate, such certificate to be issued 
within oue month from the dale of the application 
therefor, 

2. This section shaU not apply to any huilding or ■ 

structure erected after the coraraencoment of this Act ■ 

upon land which either at the commencement of this Act, I 

or at any time within seven years previously h^is or «hall 1 

have been lawfully occupied by a building or structure. 

23— !■ In case any building or structure which shall iiuLiiiinEi 
in any part thereof project beyond the general line of ESdd"* 
buildings in a street, or bevond the front of the building, gwnrji ]iiu> 
wull or railing on either side thereof, shall at any time J^ntUte' 
be taken down to an extent exceeding one-half of the ™' i"^' 
cubical extent of such building or structure, or shall be 
■ifleatoyed by fire or other casualty, .or demolished, pulled 
vn or removed from any other cause to rtie avteTA 
resaid, it shall be lawful for the Council to Tw:^\ift ftift 



same building or structure, or any new bnilding or Btroog 
ture proposed to be erected on tbe site or any part of tlie . 
site thereof, to be sot back to such a lioe and in such a 
manner as the Conncil shall direct. 

2. The Council shall make comjienBation to the owner 
of such building for any damage and expenses which he 
may sustain and incur thereby, and the amount of ancb 
oomponsation, if not agreed between the Council and the 
parties concerned, shall be recovered in a summary manner, 
except where the amount of compensation claimed exceeds 
fifty pounds, in which oase the amount thereof shall be 
settled by arbitration according to the provisions contained 
in the Lands Clauses Acta, which are applicable where 
questions of disputed compensation are authorised or re- 
quired to he settled by arbitration, and for that purpose 
those Acts so far as applicable shall be deemed to be 
incorporated with this Act. For the purpose of this 
section the expression " owner " has the same meaning as 
in the Lands Clauses Acts, 

24 — The superintending architect shall, within four- 
.. teen days after the itsne of the certificate defining the 
general line of buildings in any street or part of a street, 
placo or row of houses, cause a notice of his certificate to be 
served on the looal authority, and on the owner of the bnild- 
ingor land to which the certificate relates, and on the owner 
of the houses in the same blnck or row within a distance 
not exceeding fifty yards on either side of the building or 
land to which the certifi.cate relates, or, where there is no 
such block or row, upon the owner of the adjoining land 
on either side of the building or land to which the cer- 
tificate relates. Certificates made by the superintending 
architect under this Part of this Act shall be preserved by 
the Council, and be open to inspection at all reasonable 
times by all persons desiring to inspect the same. 

25— The local authority, or any person deeming to be 
aggrieved by the certificate of the superintending architect, 
' may appeal to the tribunal of appeal. 

26 — In giving tlieir consent for the erection of any 
building or structure beyond the general line of buildings, 
in any street or part of a street, place, or row of houses, 
tbo Council may attach any conditions to such consent. 
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and Buch conditions may include any or all of tho con- 
ditions following, viz. ; — 

1. That land in front of tbe Ijnilding or structure to 
ench an extent as the Council may think proper 
shall be dedicated to and left open for the ubo of 
the public. 

2. That the building or atructure shall be used only 
for such purpoBes as may be apecifled in the 
consent, or ehiill not be used for any particular 
pnrpiJseB apocified in the consent, unless with 
the further consent of the Council, obtained when 
a change of purpose is desired. 

And generally any otlier condition which the Conncil 
may deem it expedient to impose in the public interest 

27 — The consent by the Cotracii to the erection of any Cimi 
building or structure beyond the general line of buildings ^^g, 
in any part of a street, or the erection of such building or Huu 
structure, shall not bo deemed to affect or alter in that or 
any other part of the street the general line of buildings 
OB existing at the time of sach oonsent, 

28 — The Council shall keep a register of all conditional RfgiBi* 

oonsentB given by them under this part of this Act, and ^n^n" 

shall keep the same open for inspection by all persona ^ ""^r' 

interested at all reasonable times. i^Ui 

29 — The superintending architect shall, if required by DcHnin 
the Council, the local authority, or any person interested "^yjij^ 
for the purposes of this Part of this Act, determine in any mmciu 
oaee in what street or streets a building or structure is '"™'^ 
situate, such determination to bo evidenced by hia cer- 
tificate. Any person aggrieved by such certificate may 
appeal to the tribunal of appeal. 

30 — This Part of thia Act shall not apply within the P"" "t 

I City- ™'J- 

31— Nothing in this Part of this Act shall affect the cmid 
Bxercise of any powers conferred upon any railway ^n^Z 
company by any special Act of Parliament for railway PSfi" 
purposes. ihui'u 
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Paht IV. 

NAMING AND NUMBERING OP STREETS. 

32 — Before any name is given to any Btreet, notice of 
fbe intended name shall 1>e given to the Council, and the 
Council may ty notice in writing, given to the person by 
whom notice of such intended name has been given to 
them, at any time within one month after receipt of anch 
notice, object to such intended name ; and it shall not be 
lawful to set up any name to any street in London until 
the expiration of one month after notice thereof has been 
n as aforesaid to the Council, or to set up any name 
LS aforesaid. 
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33^The local authority shall and may cause the name 
of every street to be painted or affixed on a oonspicuoua 
part of some house or building at or near each end or 
entrance to such street, or some other convenient part of 
the street, and shall renew such name whenever it may be 
obliterated or defaced. 

34 — The Council may by order alter the name of any 
street to any other name which to the Counoil may seem fit. 

35— One month before making an order altering the 
name of a street, the Council sh^ notify their intention 
of mating such alteration to the local authority, and shall 
also cause notice of their intention to be posted at each 
end of the street, or in some conspicuous position in the 
street, or, at the option of the Council, to be notified by 
circular delivered at every house in the street. 

Every such notice shall state tliatthe order altering tbe 
name of the street may be issued on or after a day to be 
therein named, if no objection in writing to the proposed 
alteration be given to the Council. 

36 — 1- The Council may order that any houses or 
buildiuga in any street, or way, or any part thereof, shall 
for tbe purpose of distinguishing the same, be marked 
with such numbers aa they shall deem convenient for that 
purpose, and which they shall specify in their order in 
that behalf. 
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2. Whenever the Ooiincil have made any snch order 
they shall transmit a copy thereof to the local authority, 
and it shall be the duty of the local authority to purform 
all necessary acta, and to take all requisite piooeedinga for 
carrying the order of the CoUDcil into execution. 

3. The local authority shall give notice to the owners 
or occupiers of the honsea and buildings in auch street or 
way to mark their several houses and buildings with auch 
numbers as the Council shall have ordered, and to renew 
the numbers of snch houses or buildings as often as they 
are obliterated or defaced. 

4. If any occupier of any such house or building 
lieglect for one week after notice from the local authority 
to mark such house or building with such number aa 
shall be mentioned and required in such notice, the local 
authority may and shall cause such number to be so 
marked or renewed, and recover the espenaes thereof 
from the owner or occupier of such houae or building in 
a summary manner. 

37 — Whenever the Council have transmitted a copv of PowbtIo 
any order made by them in purauaDoe of the procisiona S^'^laS 
of this Part of this Act to any local authority, and such nucnbcr 
local authority have for the space of three months after dE™niioi 
the receipt of such order failed to perform all or any of 'Vf*' '"" 
the necesi-ary acta, or to take all or any of the requisite 
proceedings for carrying such order into execution, then, 
tud in every such case the Council may perform all or 
any of such necessary acts, or take all or any of such 
necessary proceedings which the local authority have 
failed to perform or take, and the Council may exercise 
all the rights, powers, authorities and jurisdiction of a 
local authority with respect tliereto, including the 
recovery of eupenses from owners of houses and buildings. 

38 — The Council shall koop a register of all alterations i 
made by them in the names of streets and in the numbers ] 
of the honsea therein, and auch register ahall be kept in ' 
such form as to show the date of every such alteration, ' 
and the name of the street previous to auch alteration as 
well as the new name thereof. It shall be lawful for any 
person to inspect such register, and to take a copy of any 
portion thereof, upon payuieut of such reasonable fee as 
the Council may from time to time determine. 
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OPEN SPACES ABOUT BUILDINGS AND HEIGHT 
OF BUILDINGS. 

MamiDg of 39 — ^OT the purpoBea of this Part of this Act the es- 

bulMiB''°in pi^^^'on " domestic building," shall not include any 

ihisFutoi buildings used or coostructcd, or adapted to be used 

■*"■ wholly or principally as offioeB or counting-house s. 

Lightuid 40 — Ii the case of domcBtic buildings erected after the 

VHiULaiiopof commencement of this Act which shall hare a habitable 
bHeawbu. basement, there shall for the purpose of giving light and 
air to such basement be provided in the rear of the 
building and esclusivelj belonging thereto, an open 
space of an aggregate extent of not less than one hun- 
dred square feet free from any erection thereon above the 
level of the adjoining pavement, which open space, not- 
withstanding anything hereinafter contained, need not 
necessarily adjoin the rear boundary of the premises. 

spiMitrear 41 — 1- With rcspect to domestic buildings erected 
iImS)'"''" after the commencement of this Act, and abutting upon a 
street formed or laid out after the commencement of this 
Act, the following provisions shall have effect : — 

(i.) There shall be provided in the rear of every such 
building an open space exclusively belonging to 
such building, and of an aggregate extent of not 
less than one hundred and fifty square feet ; 

Where there is a basement storey directly and 
sufficiently lighted and ventilated by the open 
space provided under the preceding section, 
irrespective of any use to which the groiind 
storey is appropriated, or where there is no such 
basement sloi'ey, but where the ground storey is 
not constructed or adapted to be inhabited, the 
open space required by this section may be pro- 
vided above the level of the ceiling of the ground 
storey, or a level of sixteen feet, esclusive of 
lantern lights, measured from the level of the 
adjoining pavement ; 
in all o^er cases the open space shall be free 
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from any erection thei-eon above tho level of the 
adjoining pavement, except a wiiler-cloaot, eaith- 
closet or privy, and a receptacle for ashes, and 
enclosing walls, none of which erections shall 
exceed nine feet in height; 

(ii.) Such open space shall oxtend throughout the entire 
width of such buildinj^, and to a depth iti every 
part of at least ten feet from such building ; 

(iii.) The height of any such building in relation to tho 
space required in the rear thereof bhall he fixed 
and ascertained as follows: — 

(a) An imaginary line (hereafter referred to 
08 " the horizontal line,") shall he drkwu 
at right angles to the roadway formed, or 
to be formed in front of the building, and 
through or directly over a point in frout 
of the centre of the face of the building ; 

(b) The horieontal line shall be produced to 
intersect the boundary of the open apaee 
furthest from the eaid roadway ; 

(c) The horizontal line shall be drawn 
throughout at the level of the pavement 
foinied or to he formed in front of the 
cenii-e of the building, unless the site of 
the building incline towards the roadway 
ot Bite of the roadway, in which case the 
horizontal line shall be drawn directly 
over the said point in front of the centi'e 
of the face of the building at the level 
throughout of the gruuud, at the boundary 
of the apace furthest from such roadway 
where such boundary is intersected by 
the horizontal line ; 

(d) A second imaginary line (in this Part of 
thia Act called "the diagonal line") 
sliall be drawn in the direction of the 
building above and in the same vertical 
plane with the horizontal line, and in- 
clined thereto at an angle of sixty-lhreo 
and a half degrees, and meeliug the 
horizontal line where it intersects the 
boundary of the space furthest removed 
from such roadn'aj' ; 



(e) !No part of Bnch "building shall extend 
uliore the diagonal line oxoept chimneyH, 
ilormera, gable.-;, turrets or other archi- 
t«ctura] omamentB, ^gregating in all to 
not more than one-third of the width of 
the rear elevation of Buch building, aod 
except any building which under tlie 
B of this Bection is permitted on 
the open space; 

{/) When the pavement in front of a bailding 
is not all on one level, then for the pur- 
rapiiance with this section the 
}vel of ench paTement shall be 
deemed to be the level thereof. And 
where the bonndary of the space at the 
rear of such building is not parallel wilh 
the rear wall of the building, then for tha 
purpoise of this section the horizontal line 
shall be drawn to a point distant from 
Buch rear wall, the mean distance from 
nuch wall of the boundary of the space at 
r of fiueh building, whether such 
point be beyond the said boundary or not ; 

(<f) When the boundary of the space at the 
rear of any such building shall he so 
irregular in shape that a donbt ariisea as 
to how the measurement shall be taken, 
application shall be made to the Council, 
anil the applicant if diHsatistied with the 
determination of the Council may appeal 
to the tribunal of appeal. 

Qt) When the land at the rear of any such 
building and exclusively belonging thereto 
abuts immediately upon a street, or upon 
an open space which is dedicated to the 
public, or the malntenanoe of which as an 
1 apace is secured permanently or to 
tEe satiafaction of the Council by covenant 
or otherwise, the horizont^al tine shnll bo 
produced and the diagonal line may be 
drawn from the horizontal line at the 
centre of the roadway of such street at 
the level of the surface thereof, or 



I 
I 



at ■ 



S7 

further boundary of stich open space, and 
it shall not he neoeasaiy to provide any 
open space at the rear of Bucb building : 
(Iv.) The Council may — 

(o) In the case of a building at a corner 

abutting upon two streets ; 
(b) In the case of a buililing at a comer 
abutting on one side upon a street, and on 
another side upon an open space not less 
than forty foet wide at any part, the main- 
tenance of which as an open spuce ia secured 
permanently, or to the satiafaotiuu of the 
Council by covenant ijr otherwise ; 
permit the erection of buildings not exceeding 
thirty ftet in height, upon such part of the apace 
in the rear us they may think fit, provided tliat 
the Council be satisfied that such buildings shall 
be so placed as not to interfere unduly with the 
access of light and air to neighbouring buildings ; 
When the Cuunoil refuwe any application 
under this sub-section fur pormiiiBion to erect a 
building not exceeding thirty feet in height 
upon the space at the rear, the applicant if 
dissatisfied with the dclermination of the 
Council may appeal to the tribunal of appeal : 
(v.) In the case of huildinga at a corner as hereinbefore 
described, nothing in this Part as to the deter- 
mination of height by the diagonal line shall 
prevent the return front of auoh bui'dings being 
carried up to the full height of the front elevation 
for a distance of forty feat, or for such loss 
distance as the requirements for open space at 
the rear may demand : 
(vi.) In exceptional cases where, owing to the irregular 
shape of the land, any of the preceding provisions 
of this sectioTi cannot be applied, the Council 
may allow such modifications as they may think 
fit, provided the Council be satisfied that such 
modifications shall not interfere with the due 
access of light or air ; and. all peiaona interested, 
dissatisfied with any determination of the 
Council under this sub-section, may appeal to Ihe 
tribunal of appeal. 
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2. With respect to domeBtlc buildings, erected after the 
commencement of tbia Act, abutting upon a street formed 
oi laid out before the commenoement of tbia Act, the 
proTisions of this section shall apply with this modifica- 
tion, that the horizontal lino shall be drawn throughout 
at a level of sixteen feet above the level of the adjoining 
pavement, and that in any such case (except in the case 
of dwelling honses to be inhabited or adapted to be 
inhabited by persons of the working class) tlie open apace 
to be provided in accordance with paragraphs (L) and (ii.) 
of sub-aection 1 of this section may be provided above the 
level of the ceiling of the ground storey, or above a level 
of sixteen feet (exclusive of lantern-lights} above the 
level of the adjoining pavement. 

Provided always tliat no [withstanding the preceding 
provisions of this Part of thia Act, any part of any 
domestic building may extend above the diagonal line, 
provided that the Council or tribunal of appeal shall bo 
satisfied 1;hat an open cubic space of air will be provided 
at the rear of such building equivalent to the open cubic 
space which would have been provided at the rear of such 
building if such diagonal line had been drawn from the 
ground level in manner provided in sub-section 1 (iii) of 
tbia section, and if no part of suoh building (except as 
permitted under the preceding p^(lvi^ion^ of this section) 
had extended above such diagonal line. I'be applicant if 
dissatisfied with the determination of the Council may 
appeal to the tribunal of appeal. 

Nothing in this section shall apply to boutes abutting 
in the rear on the River Thames, or on a public pa,rk, or 
on an open space of not less than eighty feet in depth 
which ia dedicated to the public, or the maintenance of 
which as an open space ia secured permanently or to the 
satisfaction of the Council by covenant or otherwise, 

42^ The following provisions shall have effect with | 
respect to dwelling-houses to be inhabited or sidapted to 
- be inhabited by persons of the working class, erected 
after the commencement of this Act, not abutting upon a J 
street ; — 

(i.) At least one month before commencing to erect any 
such dwelling-house, the peison intending to 
erect the same shall deliver at the county ball I 
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a sufficient plan or plane exhibiting the extent 
and height of the intended d well irg- house in its 
Beveral parts, and also its position in relation to 
every other building, either already existing or in 
course of erection, which is adjacent thereto : 

^ii.J In any ease where tbe Council are satisfied, taking 
all the circumstanoes of the case iulo considera- 
tion, that there will not be provided about such 
dwelling-house a sufficient open space or spaces 
for the admission of light and air thereto, it ehall 
be lawful for the Council at any time before the 
expiration of one month from the delivery of the 
said plan or plans, by order to refuse to sanction 
such plan or plans, or to sanction the same 
subject to such conditions as they may by such 
order prescribe. Provided always that nothing 
in this sub-section shall authorise the Council to 
refuse to sanction such plan or plans, or to pre- 
scribe any conditions when sanctioning the same, 
in any ca^e where the open space or spaces for 
the admission of light and air proposed to be 
provided about such dwelling-house is, or are, 
equivalent to the open space or spaces which 
would have been provided aboat such dwelling- 
house under the provisions of this Act, in case 
the same had been erected after the ootumenoe- 
ment of thia Act, abutting upon a street or way 
formed or laid out before the commencement of 
this Act : 

(iii.) Ko person shall commence to erect any such 
dwelling-house without having obtained the sanc- 
tion of the CouncU to the plans delivered by him ; 

(iv.) Unless the Council shall, within one month after 
the delivery of the said plan or plans to them, give 
notice to tbe person delivering the Kame of their 
disapproval thereof, the Council shall be deemed 
to have given their sanction thereto r 

(v.) In case any person intending to erect any such 
dwelling-house considers that the refusal of the 
Council to sanction the plans delivered by him, 
or any of the conditions prescribed by the 
Council is or are unreasonable, he may appeal to 
the tribunal of appeal. 



43 — When any person intends to erect a domeatio 
tiiildiug (not being a dwelling-liouae to be inhabited or 
adapted to be inhabited by pereona of ibe working claBs) 
abutting upon a street on the site of domestic biiUdinga 
existing at the commen cement of this Act, or on a site 
vacant at the commencement of this Act, but 'wbich has 
been occupied by a domeatio building at any time within 
seven years previous to the commencement of this Act, the 
following provisions shall have effect ; — 

(i.) it shall be lawful for Buch person, before commenc- 
ing to erect the intended domestic building, to 
cause to be prepared plans showing the extent of 
the previously existing doiueBtic building in its 
several parts (or in the event of such building 
having been taken down before the commence- 
ment of this Act, or having been accidentally 
destroyed, the beat plans available under all the 
cironmstances of the case), and to cause such 
plana to be submitted to the district surveyor, 
who shall (if reasonably satisfied with the evi- 
dence of their accuracy) certify the same under 
hia hand, and such certificate shall he taken to 
be conclusive evidence of the correctness of the 
plans ; 

Snch person may then erect the intended 
domeatio building, but so that no more land shall 
be occupied by the newly erected building than 
was occupied by the previously existing domestic 
building aa so certified. If such person fail to 
Bubmit such plana to the district surveyor, or the 
district surveyor or the tribunal of appeal refuse 
to certify the accuracy of the same, such person 
shall in rebuilding be bound by the preceding 
provisions of this Part of this Act relating to 
domestic buildingB erected after the commence- 
ment of tiiis Act, abutting upon a street formed 
or laid out before that date : 
(ii.) If a person erecting the intended domestic building 
shall desire to deviate in any respect from the 
plan or plans certified by the district surveyor, it 
shall be lawful for him to apply to tho Council, 
who shall sanction such deviations on such oon- 
ditiona as they may think fit, provided that such 
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conditions sliall not in any case be m 
than Iho coiiditiona prescribed for dowestio 
tnildinge erected after the oomnien cement of this 
Act, abutting on a street formed or laid out 
before that date : 
(iii.) A person disaatisfied with any decision of the 
Council or of a district surveyor under this 
section may appeal to the tribunal of appeal. 

Ujen any person desires to re-arrange a cleared r^jing 
lusly occupied in whole or in part by buildings, t'ut^^ 
T laying out a new street or streets, or widen- ■^tfurai 
or streets, he may make application to the 
Bth such plans and sections as may be required 
puncil, and the Oouncil may, if under all the 
s of the case they think it desirable, modify 
Bny of the furegoing provisions of this Part of 
lubjoct to such conditions as the Council may 

Btwo months after the receipt of the application, 
Pil shall either sanction the plans and sections or 
J to the applicant of their disapproval thereof, 
Illy all their reasons for such disapproval. 
Bd that if within the said period of two months 
pil fail to give notice of their disapproval of any 
r section, they shall be deemed to have given 
fction thereto. 

Bplicant dissatisfied with the determination of the 
pay appeal to the tribunal of appeal. 

phere a court wholly or in part open at the top Courts 

a every side, and constructed or used for Ji'uirni 

; light or air to a domestic building, ia con- 

|in connection with such domestic building, and 

1 of such court from the eaves or top of the 

3 ceiling of the ground storey exceeds the 

r breadth of such court, adequate provision for 

pilatioa of such court shall be made and main- 

the owner of the building by means of a 

''Tation between the lower end of the court and 

hitable room not having a window directly 
uto the external air, otherwise than into a court 
n every side, shall be constructed in any buildings 



(e) No part of such bnildiag shall extend 
above the diiigonal line except chimneys, 
floTiners, galilef, turrets or other arohi- 
tectnral ornaments, aggregating in all to 
nut more than one-third of the width of 
r elevation of snch building, and 
except any building which nnder the 
provisions of this section is permitted on 
the open space ; 

(/) When the pavemont in front of a building 
ia not all on one level, then for the pur- 
pose of compliance with thie eection the 
level of 6nch pavemont shall be 
deemed to be the level thereof. And 
where the bonndary of the space at the 
rear of euch bnilding is not parallel wiih 
the rear wall of the bnilding, then for the 
purpot^e of this section the horizontal line 
ehall be diawa to a point distant from 
Euch rear wall, the mean dialance from 
snch wall of the bonndary of the space at 
r of Bnch bnilding, whether snch 
point be beyond the said boundary or not ; 

(j) When the boundary of the space at the 
rear of any snch building shall be so 
irregular in shape tfaat a donbt arises a^ 
to how the measnrement shall be taken, 
application shall be made to the Council, 
and the applicant if dissatisfied with the 
determination of the Council may appeal 
to the tribunal of ajjpeal. 

(li) When the land at the rear of any such 
building and exclusively belonging thereto 
abuts immediately upon a street, or npon 
an open space which is dedicated to tba 
pahlio, or the maintenance of which 
open space is secnred permanently 
the satisfaction of the Council by covenant 
or otherwise, the horizontal line shall be 
produced and the diagonal line may be 
drawn from the horizontal line at the 
centre of the roailway of such street at 
the level of the surface thereof, or at ths. 
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such open apace, and 
iBsary to provide any 
open space at the rear of Buch building ; 
(iv.) The Council niay — 

(a'j In the case of a "building at a corner 

abutting npon two streets ; 
(6^ In the case of a tuilding at a comer 
abutting OD one aide upon a street, and on 
another side upon an open space not less 
than fortj feet wide at bjlj part, the main- 
tenance of which as an open epace is secured 
permanently, or to the satisfaction of the 
Council by covenant iir otherwise ; 
permit the erection of buildings not exceeding 
thirty feet in height, upon sut-li part of the space 
in the rear as they may think lit, provided that 
the Council be satisfied that auch buildings shall 
be BO placed as not to interfere unduly with the 
access of light and air to neighbouring buildings ; 
When the Council refuse any application 
under this aub-seotion for permii^sioii to erect a 
building not exceeding thirty feet in height 
upon the space at the rear, the applicant if 
dissatisfied with the determination of the 
Council may appeal to the tribunal of appeal : 
(v.) In the case of buildings at a corner as hereinbefore 
described, nothing in this Pail as to the deter- 
mination of height by the diagonal line shall 
prevent the retnm front of such bui'dings being 
carried up to the full height of the front elevation 
for a distance of forty feet, or for STich less 
distance as the requirements for open space at 
the rear may demand : 
(vi.) In esceptional cases where, owing to the irregular 
shape of the land, any of the preceding proyiaions 
of this section cannot be applied, the Council 
may allow such modifications as they may tliink 
fit, provided the Council be satisfied that siich 
modifications shall not interfere with the due 
aocefis of light or air ; and all peisons interested, 
dissatisfied with any determination of the 
Council under this sub-section, may appeal to the 
tribunal of appeal. 
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2. With respect to domestic buildings, erected after the 
commeTicemeiit of this Act, abutting upon a street forraei 
or laid out before the oommencemeDt of this Act, the 
provisions of this section shall apply with this modifica- 
tion, that the horizontal line shall be drawn throughout 
at a level of Bijcteen feet above the level of the adjoining 
pavement, and that in any such, case (except in the case 
of dwelling houses to be inhabited or adapted to be 
inhabited by persona of the working class) the open space 
to be provided in accordance with paragraphs (i.) and (ii.) 
of BuVsection 1 of this section may be provided above the 
level of the ceiling of the ground storey, or above a level 
of sixteen feet (excluKive of lanfern-lightB) above the 
level of the adjoining pavement. 

Provided always that noi withstanding the preceding 

S revisions of this Part of this Act, any part of any 
omestio building may extend above the diagonal line, 
provided that the Council or tribunal of appeal shall be 
Batiafled that an open cubic space of air will be provided 
at the rear of such building equivalent to the open cubio 
space which would have been provided at the rear of such 
building if such diagonal line had been drawn from the 
ground level in manner provided in sub-section 1 (iii.) of 
this section, and if no part of such building (except as 
permitted under the preceding prnvisions of this section) 
had extended above such diagonal line. The applicant if 
dissatisfied with the determination of the Council may 
appeal to the trilmual of appeal. 

Nothing in this section shall apply to houses abutting 
in the rear on the Biver Thames, or on a public park, or 
on an open space of not less than eighty feet in depth 
■which is dedicated to the public, or the maintenance of 
which as an open space is seemed peiraanently or to the 
satisfaction of the Council by covenant or otherwise. 

42— The following provisions shall have effect with 

respect to dwelling-houses to be inhabited or adapted to 

- be inhabited by persons of the working class, erected 

after the commencement of this Act, not abutting upon a 

street : — 

(i.) At least one month before commencing to erect any 
such dwelling-house, the peison intending 1o 
erect the same shall deliver at the county hall 
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a sufficient plan or plaoa exhibiting the extent 
and height of the intended dwellirg-bouee in ite 
several parts, and also its position in relation to 
every other building, either already existing or in 
courBo of erection, which ia adjacent thereto ; 

^ii.) In any case where the Council are satisfied, taking 
all the circumstances of the case into considera- 
tion, that there will not be provided about such 
dwell iog-hoijse a auffloient open space or spaces 
for the admission of light and air thereto, it shall 
be lawful for the Coiiocil at any time before the 
expiration of one month from the delivery of the 
said plan or plans, by order to refuse to sanation 
such plan or plans, or to sanction the same 
subject to snoh conditions as they may by such 
order prescribe. Provided always that nothing 
in this sub-section shall authorise the Council to 
refuse to sanction such plan or plans, or to pre- 
scribe any conditions when sanctioning the same, 
in any ease where the open space or spaces for 
the admission of light and air proposed to be 
provided about such dwelling-house is, or are, 
equivalent to the open space or spaces which 
would have been provided about such dweUiog- 
house under the provisions of this Act, in case 
the same had been erected after the commence- 
meut of this Act, abutting upon a street or way 
formed or laid out before the commencement of 
this Act : 

(iii.) No person shall commence to erect any such 
dwelling-bouse without having obtained the sanc- 
tion of the Council to the plans delivered by him ; 

(iv.) Unless the Council shall, within one month after 
the delivery of the said plan or plana to them, give 
notice to the person deliveiing the name of their 
disapproval thereof, the Council shall be deemed 
to have given their sanction thereto : 

(v.) In case any person intending to erect any such 
dwelling-house considers that Ihe refusal of the 
Council to sanction the plans delivered by him, 
or any of the conditions prescribed by the 
Council is or are unreasonable, he may appeal to 
the tribunal of appeal. 
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43 — When aoy person intends to erect a domestio 
biiilding {not being a dwelling-Lonse to be inhabited or 
adapted to be inhabited by pereons of the working claHfl) 
abutting upon a street on the tite of domestio buUdinga 
existing at the oommenaement of this Act, or on a site 
vacant at the commenceineiit of this Act, but which has 
been ocoupied by a domestic building at any time within 
seven years previous to the commencement of this Act, the 
following provisions shall have effect ; — 
(i.) It shall be lawful for anch person, before commeno- 
ing to ereot the intended domestio building, to 
cause to bo prepared plans showing the extent of 
the preyioualy existing domestic building in its 
several parts (or in the event of such building 
having been taken down before the commence- 
ment of this Act, or having been accidentally 
destroyed, the beet plans available under all the 
cirovmstanceB of the case), and to cause such 
plans to be submitted to the district surveyor, 
who shall (if reasonably satisfied with the evi- 
dence of their accuracy) certify the same under 
his hand, and such certificate shall be taken to 
be eonclufiive evidence of the correctness of the 

Such person may then erect the intended 
domestic building, but so that no more land shall 
be occupied by the newly erected building than 
was ocoupied by the previously existing domestio 
building as so certified. If such person fail to 
submit such plans to the district surveyor, or the 
district surveyor or the tribunal of appeal refDse 
to certify the accuracy of the same, such person 
shall in rebuilding be bound by the preceding 
provisions of this Part of this Act relating to 
domefltio buildings erected after the commence- 
ment of tliia Act, abutting upon a street formed 
or laid out before that data ; 
(ii.) If a person erecting the intended domestic building 
shall desire to deviate in any respect from the 
plan or plans certified by the district surveyor, it 
shall be lawful for him to apply to the Council, 
who shall sanction such deviations on such con- 
ditions as they may think fit, provided that such 
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oonditioDB sTiall not in any case be more oneroua 
than the coiiditiona preBCiibeil for doiiioHtio 
buildings erected after the commenceiuent of this 
Act, abitttiug on a street formed or laid oat 
before that date : 
(iii.) A person disaatisfieJ with any decision of the 
Council or of a district surveyor under this 
BectioD may appeal to the tribunal of appeal. 

44 — When any person desires to re-arrange a cleared 
area previouely occupied in whole or in part by buildings, 
by forming or laying out a new street or streets, or widen- 
ing a street or streets, Le may muke application to the 
Conncil with such plans and sections as may be required 
by the Council, and the Council may, if under all the 
circumstances of tbe ease they think it desirable, modify 
or relai any of the foregoing pro' ' ' - . ■ " . 

this Act, subject to such 
impose. 

Within two tnonthH after the receipt of the application, 
the Council shall either sanction the plans and sections or 
give notice to the applicant of their disapproval thereof, 
stating fully all their reasons for such disapproval. 

Provided that if within the eaid period of two months 
the Council fail to give notice of their disapproval of any 
such plan or section, they shall bo deemed to have given 
their sanction thereto. 

Any applicant dissatisfied with the determination of the 
Council may appeal tothe tribunal of appeal. 

45 — Where a court wholly or in part open at the top c 
but enclosed on every side, and constructed or used for J 
admitting light or air to a domestic building, ia con- 
fctructed in connection with such domestic building, and 
tbe depth of such court from the eaves or top of the 

{larapet to the ceiling of the ground storey exceeda the 
ength or breadth of such court, adequate provision for 
the ventilation of such court ahall bo made and main- 
tained by the owner of the building by meana of a 
oommunioation between tbe lower end of the court and 
the outer air. 

No habitable room not having a vsindow directly 
opening into tbe estoruHl air, otherwise than into a court 
enclosed on every side, shall he constructed in any building, 
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unlesB the width of such conrtnieaBured from Biich window 1 
to the ojiposite wall shall be equal to half the height, 1 
nieflsiired from the eiU of anch window to the e 
top of the parapet of the opposite wall. 

Provided that a court, of which the greater dimenBton I 
does not esceed twice the less dimension, shall he held to I 
comply with ihis section if a court of the same area but \ 
square in shape would comply therewith, 

Ko habitable room above the level of the ground storey, 
not having a window directly opening into the exteruEil 
air otherwise than into a court open on one side, the 
depth whereof, measured from the open Bide, eiceeds twice 
the width, shall be constructed in any building unless 
every window of such room be placed not nearer to the 
opposite wall of such court or to any other huilding than 
one-half the height of the top of such wall or building 
above the level of the sill of such window. 

46 — In *cy ''^Be when it may be necessary the snper- 

■ intending architect shall determine which is the front 

■ and which is the rear of a building, such determination 

■ to he evidenced by his certificate. Any person dissatis- 
fied with such certificate may appeal to the tribunal of 
appeal. 

47 — A building (not being a church or chapel) shall 
not be erected cf, or be subsequently increased to a greater 
height than eighty feet (esclusive of two storeys in the 
roof and of ornamental towers, turrets, or other archi- 
tectural features or decorations) without the consent of 
the Council. 

Provided that where a contract shall have been law- 
fully made previously to the passing of this Act for tha 
erection or increase of a building to a greater height than 
eighty feet, nothing in this section shall prevent the 
erection or increase of such building to any height to 
which it might have been lawfully erected or inoreaaed 
immediately before the passing of this Act. 

This section bhall not apply to the rebuilding to the 
same height as at present of any building existing at the 
passing of this Act of a greater height than eighty feet. 

Provided also that where any existing buildings 
forming part of a continuous block or row of buildings 
exceed the height prescribed by this section, nolMng in 
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this Beotion shall prevent any other building in the same 
hlock or row, Iwlunging at the date of the passing of this 
Act to the same ownur, from being carried to a lioigbt 
[ equal to but not exceeding that of the esUtiDg buildings. 
Nothing in this section shall nffect the eseroise of any 
powers conferred upon any railway company by any 
special Ad of Parliament for railway purposes. 

48— !■ Whenever the Council consent tu the erection P 
of any bnilding of a greater height than that prescribed ^ 
by this Act, notice of such consent shall, within one week '' 
after such consent has been given, bo published and served 
in such manner as the Council may direct, and the 
consent shall not he acted on until twenty-otie days after 
such publioation or service, or in the event of any appeal 
against such consent, until after the determination of such 
appeal. 

2. (a) The owner or lessee of any building or land 

within one hundred yards of the site of any 
intended building who may deem himself 
aggrieved hy the grant of such consent in 
respect of the last-mentioned building ; or 
(6) Any appHcant for consent which has been 
refused ; 
may respectively within twenty-one days after the publica- 
tion of notice of the consent, or after the date of the refusal 
{as the case may be), appeal t« the tribunal of appeal. 

3. Whenever such consent has been refused and the 
applicant to whom it has been refused intends to appeal 
against such lefusal, such applicant shall give notice 
within twenty-one days of such refusal, in such manner 
as the Council may direct, to the owntr or lessee of any 
huilding or land within one hundred yards of the site of 
the bnilding to wliich such refusal relates, that he intends 
to appeal from such refusal. 

4. In the case of an appeal against the refusal of 
consent, any owner or lessee of any building or land 
■within one hundred yards of the site of the intended 
huilding may appear and be heard before the trilmnal of 
appeal against any application to reverse or vary the 
refusal. 

49 — After the commencement of this Act i 
1 1>uildi]ig (other than a church or cliape\'), on V 
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street formed or laid out after the seventh day of AugTisi; J 
one thousand eight hundred and sisty-two, and of & tes»l 
width than fifty feet, shall without the consent of the I 
Council be raised, and no new building shall, without tha 1 
consent of the Council, be erected on the side of any such I 
street bo that tho height of such building shall exceed 1 
the distance of the front or nearest external wall of such, 
building from the opposite side of such street. 

Where such building is erected or intended to be 
erected on a comer plot, so as to abut upon more than one \ 
street, the height of the building shall (unless the Council | 
otherwise consent) be regulated by the wider of such, 
streets bo far as it abuts or will abut upon such wider , 
street, and aUo so far as it abnta oi will abut upon tho n 
rower of such stroeta lo a distance of forty feet from the 1 
wider street. Provided that any building erected or raised I 
before the commencement of this Act to a height to which j 
no objection could have been taken under any law then in t 
force, although exceeding the height provided in this , 
section, may be re-erected to its existing height. 

Nothing in this section shall affect the exercise of any | 
powers cunferred upon any railway company by any J 
special Act of Parliament for railway purpoKes. 

50 — Nothing in this Fart of this Act contained shall 
" prevent the raising of any building by increasing tlie 
height of the topmost storey thereof tc such an extent 
only as may be necessary for the purpose of bringing any 
habitable rooms constructed in such topmost storey into 
conformity with the provisions of this Act relating to 
habitable rooms. 

61— Nothing in this Part of this Act contained shall 

k- prevent the re-erection on the same site, and of not greater 

dimensions, of any dwelling bouse inhabited or adapted 

to be inhabited by persons of the working class, erected 

by a local authority previously to the passing of this Act 

52 — Iti tlis case of domestic buildings and buildingsJ 

erected or adapted for Ube as stables, such domestiB J 

buildings and such stable buildings being upon sitean 

■" abutting in the front upon a street and in tho rear upon 

inewn, and such sites being of a depth of not more than 

oae hundred and fifty feet measured from street to mews, 
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Le folloffing proTisianH shall in oertaia cases have 

feet:— 

If the atatle buildinge Ije limited to a depth of fifty feet, 
meaanred from the mewa frontage, and to a height of 
twenty-five feet, raoaeured from the level of the mews, 
and if the open epace required for the domeetie 
bnilding under section 41 of this Act be provided 
between, the domeatio building and the stable 
building may for all other purposes of the said 
section, whether in one occupation or not, be deemed 
to be one domestio building with the rear abutting 
upon a street 
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CONSTRUCTION OF BUILDINGS. 



^r 53 — Subject to any bye- 
pursuance of this Act, walls shall be constructed 
substances and in the manner and of not leas than the 
thickness prescribed by this Act or mentioned in the First 
Schedule to this Act. 

54 — !■ Recesses and openings may bo made in external i 
walls provided — | 

(a) That the backs of suoh recessea are not of less 

thickness than eight and a half inches ; and 

(V) That the area of suoh TeceBscs and openings 
above the ground storey do not, taken tegethor, 
exceed one-half of tho whole area of the wall 
above the ground storey in which they are 
made. 
Eecesses may be made in party walla provided — 

(a) That the backs of such recesses are not of less 
thickness than thirteen inches ; and 

(V) That over every recess so formed an arch of at 
least two rings of brickwork of the full depth 
of the recess be turned on every storey, except 
in the case of recesses formed for lifts; but 
where such recess does not exceed five inches 
in depth, corbelling in briok or stone may be 
substituted fur the arching ; and 

(c) That the areas of such recesses do not, taken 
together, exceed one-half of the whole area of 
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the wall of the story 
made ; and 

(d) That Buch recesses do not come within thirteen 
and a hnlf iuohes of the inner face of the ex- 
ternal walla. 
3. An opeuing shall not he made in any par%- wall 
except in accordance with the provisionB of this Act in 
relation thereto. 

Provided that it shall he lawful for the superintending 
architect, on application made to him in acourdaace with 
any rules made in that behalf hy the Conneil, to give 
consent in writing to any modification or relaxation of 
the requirements of this section with respect to the area 
of receasea and openings in any special cases where he 
may think proper. The word area as nsed in this section 
shall mean the area of the vertical face or elevation of 
the wall or recess to which it refers. 

55 — All woodwork fixed in any external wall, except 
breasnnimers and storey-posts under the same, and frames 
of doors and windows of shops on the ground storey of 
any building, shall he set hack four inshes at the least 
from the external face of such wall ; hut loophole frames 
and frames of doors and windows may he fixed flush with 
the face of any external wall : 

Provided that it shall he lawful for the Council, hy 
hyelaw or otherwise, to exempt from the provisions 
of this section, oak, teak or other wood, provided the 
work be constructed to the satisfaction of the difitrict 
surveyor. 

56 — !■ Every bressumnier, whether of wood or metal, 
shall have a bearing in the direction of its length of four 
inches at least at each end upon a sufEcient pier of brick 
or stone, or upon a timber or iron storey-post fired on a 
solid foundation, in addition lo its bearing upon any 
partv wall or external wall, and tiie district surveyor 
shall have power in his discretion to require that every 
breasummer shall have such other storey- posts, iron 
columns, stanchions, or piers of brick or stone, or corbels, 
as may be sufficient to carry the superstructure, and the 
ends of such bresaumraor, if of wood, shall not bo placed 
nearer to the centre line of the party walls than four i 
indies. 



2. At each end of every metallic bresBurnmor a. Bpace 

I AsM be Ifsft equal to one-quarter of an inch for every ten 

I feet, and also for any fractional part of ten feet of tlie length 

t of such breasumtner to allow for expansion. 

[ 3. A bond timber or wood plate shall not be built into 

any party wall, and the ends of any wooden beam or joist 

bearing on such walls shall be at lea^t four inches distant 

from the centre line of the party walla. 

4. Every bresBninmor bearing upon a party wall shall 
be borne by a templet or corbel of stone or iron tailed 
through at least half the thickness of the wall, and of the 
full breadth of the bressummer. 

6. The end of any timber not permitted to be placed in 
or to have a bearing on a party wail, may be carried on a 
corbel or templet of stone or iron, or vitrified stoneware, 
tailtd into the wall to a distance of at least eight and a 
half inches, or otherwise supported to the satisfaction of 
the district surveyor. 

57— If any gutter, any part of which is formed of com- i 
buatible materials, adjoin an external wall, such wall shall ' 
be carried up so as tJ3 form a parapet one foot at the least e 
above the highest part of the gutter, and the thickness of ' 
the parapet so carried up shall be at least eight and a. half 
inches throughout. 

68- — Id either of the following cases: — cawBin 

(o) When a wall is, after the oommencement of this Act, J^''^''^^"^ 
built as a party wall in any part ; or i party waiL 

(6) Where a wail built before or after the c 
ment of this Act becomes after the c 
ment of this Act a party wall in any part ; 
the wall shall be deemed a party wall for such part of its 
length as is BO used. 

69- — 1- Every party wall shall be carried up 
thickness in a building of the warehouse class equ 
the thickness of such wall in the topmost storey, and 
any other building of eight and a half inches above the 
roof, flat or gutter of the highest building adjoining thereto, 
to such a height as will give a distance (in a building 
the warehouse clasB exceeding tliii'ty feot in height) of 
least three feet, and (in any other building) of fift( 
iaohea, mea^ui'ed at right angles to the slope of the roof. 



i 



to 1^^=',;;;^';' 

;he J 

■ 



r fifteen inches above the highest part of any flat or 
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ed up of the thickness 
aforesaid above any tnrret, dormer, lanteru light or other 
erection of comhustible materials fised upwi the roof or 
flat of any building within fonr feet from such parly wall, 
and sball extend at the least twelve inches higher and 
■wider on each side than such erection, and every party 
wall shall be carried up above any part of any roof 
opposite thereto, and within four feet therefrom. 

60 — In ^ po-rtv wall a chase shall not be made wider 
than fonrteen inches, nor more than four and a half inches 
deep from the face of the wall, nor go as to leave less than 
eight and a half inches in thickness at the back or 
opposite side thereof, and a chase shall not be made within 
a distance of seven feet from any other chase on the same 
side of the wall, or within thirteen incbeB from an external 
wall. No ehaae shall be made in a wall of less thieknees 
than thirteen inches. 

61 — 1. The flat, gntter and roof of every building, and 
every turret, dormer, lantern light, skylight or other 
erection placed on the flat or roof thereof shall be exter- 
nally covered with slates, tiles, metal or other incombnatible 
materials, except wooden cornices and barge boards to 
dormers not exceeding twelve inches in depth, and the 
doors, door frames, windows, and window irames of auch 
dormers, turrets, lantern lights, skylights or otlier 
erections. 

2. Every building exceeding thirty foot in height, need 
wholly or in part aa a dwelling house or factory, and 
having a parapet, shall be provided either — 

(o) with a dormer window, or a door opening on. 

to the roof ; or 
(6) with a trap door furnished with a fixed or 

hinged step ladder leading to the roof; or 
(e) with other proper means of access to the roof. 

3. The plane of the surface of the roof of a building of 
the warehouse class shall not incline from the external or 
party walls upwards at a greater angle than forty-seven 
degrees with the horizon. Provided that this snb-section 
shiill not apply to towers, turrets or spires. 

4. The plane of the surface of the roof of any other 



I 



4 



LANTERN LIGHT SHEWING NEAREST 
POSITION TO PARTY WALL . 




^^!^^3-^^ ^i^:r;:tr^:^^4-^:?^ 


l/iaTi-f/eei. 


1 


















\ 










> 








> 


/■ 










v 




b 








ffl^ 








i 






\- J- 


' — 


_1 


LJ-J 


_. 






\ 




LOXBOy BUILDING ACT, 18B4. 

building shall not incline from the external or party 
walls upwards at a greater angle than seventy-five 
degrees with the honKoii. Provided that this 6ub- 
aectiou shall not apply to towers, turrets or spires. 

62 — !• Not more than two storeys shall be constructed scoR^iJi 
in the roof of any domestic building. ™'^' 

2, Any storey conetnicted in the roof of any domestic 
building, the upper surface of the floor of which storey 
IB at a height of above siity feet from the street levul, 
shall be constnioted of flre-resiatiug materials throughout. 

63 — Every new building exceeding sixty feet in height MeuiB oi 
shall be provided on the storeys, the upper surface of the o?h^h* 
floor whereof is above sixty feet from the street level, buiuingi 
with such moans of escape in the case of fire for the 
persons dwelling or employed therein as can be reason- 
ably required under the circumstances of the cose, and 
no such storeys of such building shall be occupied until 
the Council shall have issued a certificate that the 
provisions of this section have been complied with in 
relation thereto. 

64 — 1- Chimneys built on corbels of brick, stone or t^ 
other incombustible materials may be erected if the work a 
eo corbelled out do not project from the wall more than 
the thickness of the wall, measured immediately below 
the corbel, but all other chimneys shall be built on solid 
foandations, and with footings similar to the footings of 
the wall against which they are built, unless they are 
carried upon iron glide re with direct bearings upon 

Sartj^ external or cross walls, ta the satisfaction of tha 
istrict sui-veyor. 

2. Chimneys and flues having proper soot doors of not 
less than forty square inches may be constructed at any 
angle, but in no other case shall any flue be inclined at & 
less angle than forty-five degrees to the horizon, and 
every angle shall be properly rounded. 

AU soot doors shall be at l^st fifteen inches distant 
from any woodwork. 

3. An arch of brick or stone, or a bar of wrought iron 
of sufficient strength, shall be built over the opening of 
every chimney to support the breast thereof, and if the 
breast project more than four inches from the face of the 



* 



vail, and the jamb on either side be of lefls width tban 
BSTeateen and a half mcbes, the abutmente sliall be tied 
in by an iron bar or bars of sufficient strength, tiirnod up 
and down at the ends, and built into the jambs for at 
least eight and a half inchee on each sido. 

4. A flue shall not be adapted to or nsed for any new 
oven, fiimace, cockle, steam boiler, or close fire, used for 
any purpose of trade or bneiness, or to or for iho range or 
cooking apparatus of any hotel, tavern, or eating-house, 
unless the flue be surrounded with biickwurkat least eight 
and a half inches thick frtim the floor on which such oven, 
furnace, cockle, steam boiler or close fire is aituate to the 
level of the ceiling of the room nest above the same. 

5. A fine shall sot be need in connection with a steam 
boiler or hot-air engine unless the flue is at least twenty- 
feet in height, measured from the level of the floor on 
which such engine is placed. 

6. The inside of every flue, and also the outside where 
passing through any floor or roof or behind or against any 
woodwork, shall be rendered, pargeted or lined with fire- 
resisting piping of stoneware. 

7. The position and course of every flue shall be dift- 
tinguished on the outside of the work as it is carried up 
by outline marks in some dniable manner, except when 
the exterior face of the flue forma part of the outer face 
of an external wall nut likely to be built against. 

8. The jambs of every fireplace opening shall be at 
least eight and a half inches wide on each side of the 
opening thereof. 

9. The breast of every chimney and the brickwork 
surrounding every i^moke fine shall be at least four inohes 
in thickness. 

10. The back of every fireplace opening in a party wall, 
from the hearth up to the height of twelve inches abova 
the mantel, shall be at least eight and a half inches thick. 

1 1 . The thickness of the upper side of every flue, when 
ita course makes with the horison an angle of less than 
forty-five degrees, shall be at least eight and a half 
inches. 

12. Every chimney shaft or smoke flue shall be carried 
up in brick or stone work at least four inches thick 
throughout, to a height of not less than throe feet above 
the loof, flat oi- gutter adjoining thereto, measured at tfaa 
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highest point in the line of junction with such roof, flat or 
gutter. 

13. The higheet sis courses of every chimney stack or 
shaft shall he buUt in cement. 

14. The briptwork or stoneworfe of any chimney shaft, 
except that of the famace of any steam engine, brewery, 
distillery or mamifaf;tory, shall not bo built higher above 
the roof, flat or gutter adjoining thereto tban a height 
equal to six times the least width of such chimney shaft 
at tbe level of such highest point in the line of junction, 
unless such chimney shaft 18 built with and bonded to 
another chimney shaft not in the same line with the hrst, 
or otherwise rendered secure. 

15. There shall be laid level with the floor of every 
storey before the opening of every chimney, a slab of 
stone, slate or other incombustible substance, at the least 
six inches longer on each side than the width of such 
opening, and at the least eighteen inches wide in front of 
the breast thereof. 

16. On every floor, except the lowest floor, such slab 
shall he laid wholly upon stone or iron bearers, or upon 
brick trimmers or other incombusdble materials, but on 
the lowest fluor it may be bedded on concrete covering the 
site, or on solid materials placed on such concrete. 

17. The hearth or slab of every chimney shall be 
bedded wholly on brick, stooe or other incombustible 
substance, and shall, togedter with such substance, be solid 
for a thickness of six inches at least beneath the upper 
surface of such hearth or slab. 

18. A flue shall not be built in or against any party 
struotuire unless It be surrounded with new brickwork at 
least four inches in thickness, properly bonded. 

19. A chimney breast or shaft built with or in any 
party wall shall not be cut away, unless the district 
surveyor certitits that it can be done without injuriously 
affecting the stability of any building. 

20. A chimney shaft, jamb, breast or 
out into except tor the purpose of repair c 
one or more of the following things : — 

(a) Letting in or removing or 
pipes or funnels fi-r the 
smoke, hot air or steam, or 
moving or altering 




(6) Foraiiiig openings for soot doors, sucli open-- 
ingB to be fitted with a close iron doot and 

(t) Making opeoingB for the iiiBerti(» of Tenti- 
Iftting valves Buhject to the following re- 
striction, that an opening shall not be made 
nearer than twelve inches to any timber or 
ctinibuBtible substance, 

21, Timber or woodwork ahall not be placed — 

(a) In any wall oi chimney breast nearer than 
twelve inches to the inside of any flue or 
chimney opening ; 

(6) Under any chimney opening within ten 
inches from the npper sarfaue of tha hearth 
of Buch chimney opening ; 

(c) Within two inches from the face of the 
brickwork or stonework about any chimney 
or flue where the snbi-tanoe of euch brick- 
work or stonework is less than eight and & 
half inches thick, unL-ss the face of saoh 
Iwickwork or stonework is rendered, 

22. Wooden plugs sliail not be driven nearer than six 
inohea to the inside of any flue or chimney opening, nor 
any iron holdfast or other iron fastening nearer than two 
inches thereto^ 

65 — Unless the Couneit otherwise permit, every i 
chimney shaft for the furnace of a steam engine, brewery, 
d'StiUery or manufactory shall be constructed ia con- 
formity with the following rules : — 

1. Every shaft shall bo earned up throughout in brick- 

work and miirtar of the best quality, and if 
detached shall taper gradually fr.im the base to 
top of the shaft at the rate of at least two inches 
and a half in ten feet of heigtt : 

2. The thioknesB of brickwork at the top of (he J 

shaft, and for twenty feet below the top, J 
shall be at least eight and a half inches, and- J 
shall be increased at least one-half brick fot I 
every additional twenty feet measured down- I 
wards : I 

J, Every cap, cornice, pedestal, plinth, string course, or 1 
other variation from plain, brickwork shall ba J 
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provided ae additiocal to the thickness of brick- 
work required under this Act, and every cap 
uhull be conBtriicted and secured to the aatis- 
fdction of the district surveyor : 

:. The foundiitiou of the shaft shall always be made to 
the Batidfactionof the district surveyor on concrete 
or other sufficient foundation : 

■. The footings shall spread all ruuod the base by 
regular offiseta to a projection equal to the thick- 
ness of the enclosiug brickwork at the base of 
the shaft, and the space enclosed by the footings 
shall be filled in solid as the work progresses : 

', TLe width of the base of the shaft if square shall be 
at least one-tenth of the proposed height of the 
shaft, or if the same is round or of any other 
shape then one-twelfth of the height : 

. Any firebricks built inside the lower portion of the 
shaft shall be provided as additional to and 
independent of the tbickneas of brickwork pre- 
scribed by these rules, and shaU not be bonded 
therewith, 



L, cr>pper, steam boiler itniea at to 
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66 — !■ The floor under every ove 
or stove which is not heated by gas 
the same shall for a space of eightei 
materials of an incombustible and i 
not less than six inches thick. 

2. A pipe for conveying smoke or other products of 
combustion, heated air, steam or hot water shall not bo 
fixed against any building on the face adjoining to any 
street or public way. 

3. A pipe for conveying smoke or other products of 
combustion shall not be fixed nearer than nine inches to 
any combaatible materials. 

4. A pipe for conveying heated air or steam shall not be 
fixed nearer than six inches to any combustible mattrials. 

5. A pipe for conveying hot water shall not be placed 
nearer than three inches to any combustible materials. 

Provided that the resirictions imposed by this section 
with respect to the distance at which pipes for conveying 
hot water or steam may be placed from any combustible 
materials, shall not apply in the case of pipes for convey- 
ing hot water or steam at low pressure. 



For the purposes of this section, hot water or Bt> 
shall be deemed to be at low pressure when provided v 
a Eiee blow-off. 

I 67 — The floor over any room or enclosed space in ■which 1 
a furnace is fiied, and any floor within eighteen inchea I 
from the crown of an oven, shall be constructed of fire- | 
resisting materinla. 

68 — in every public building and in any other build- 
ing of more than one hundred and twenty-five thousand 
feet in cubical esteut, and which is oonBtnicted or adapted 
to be used as a dwelling-house fur separate families, the 
floors of the lobbies, corridors, passages and landings, 
and also the flights of stairs shall be of firo-resiating ma- 
terial and carried by supports of a fire-iesisting material. 

69 — 1- In every building constnicted or adapted to be 
occupied in separate tenements by more than two familiee, 
the principal staircase used by the several families in 
common shall be ventilated upon every storey above the 
ground storey hy meanB of windows or skylights opening 
directly into tlie external air, or Hhall be otherwise 
adequately ventilated. 

2. The principal staircase in every building being a 
dwelling house and not subject to the provisions of 
sub-section 1 of this section, shall be ventilated by means 
of a window or skylight opening directly into the external 
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70 — 1- (a) Every habitable room except rooms wholly 
or partly in the roof shall be in every part at least eight 
feet sis inchea in height from the floor to the ceiling ; 

(6) Every habitable room wholly or partly in the roof 
of any building shall be at least eight feet in height from 
the floor to the ceiling throughout not less than one-half 
the area of such room ; 

(e) Every habitable room shall have one or more 
windows opening directly into the external air or into a 
conservatory, with a total superficies clear of the sash 
frames free from any obstruction to the light equal to at 
least one-tenth of the floor area of the room, and bo con- 
structed that a portion equal to at least one-twentieth of 
ach flour are- -■■ W> opened, and the opening 
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caae eliall estend to at least seyen feet above the floor 
Itivel ; but a room having no eKtemal wall, or a room con- 
afmcteii wholly or partially in the roof, may be lighted 
through the roof by a dormer window, with a total super- 
ficies clear of the sash frames free from any obstruction to 
the light equal to at least one-twelfih of the floor area of 
the room, and bo conatructed that a portion of such window 
equal to at least oiie-twenty-fonrtli of euoh floor area can 
be opened, and the opening in eaoh case shall extend to at 
least five feet above the floor level, or rnich room mwy be 
lighted by a lantern light, of which a portion equal to at 
least one -twentieth of the floor area can lie opened ; 

(d) In a building being a dwelling-houBe, every base- 
ment room having a wooden floor, other than a floor 
constructed of solid wood bedded on concrete, shall have a 
sufBoient space between the ground and the floor surfaces 
to admit of ventilation by moans of air-bricks or other- 

(e) Every habitable room constriicted over a stable shall 
be separated from the stable by a floor which shall have, in 
every part not occupied by a joist or girder, a layer of 
concrete pugging of good quality or of other solid con- 
struction three inches in thickness, flnisbed smooth npon 
the upper surface and properly supported, and the under- 
side of snot floor shall be ceiled with lath and plaster of 
good quality or of other solid construction ; 

Any siaircaso or gallery or structure by which such 
rooms shall be approached shall be separated from any 
stable to which it may adjoin by a briuk wall not less 
than nine inches in thickness ; 

(/) Nothing in this Act shall aflect, alter or repeal any 
of the provisions of the Fublio Health (London) Act, 1891, 
relating to underground rooms. 

2. It any person knowingly suffer any room constructed 
after the commencement of this Act that is not constructed 
in conformity with this section to be inhabited, he shall, 
in addition to any other liabilities to which he may be 
subject, be liable to a penalty for every day doring which 
Buoh room is inhabited. 

71— 1- Every party arch or party floor and every arch i 
or floor over any public way, or any passage leading J 
through or under a building or part of a building to ' 
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premieee in other occupation, eliall be formed 
Btone or other inoombuBtible materiiila. 

2. If an arch of brick or stone be iiaed it eball be of the 
thicknese of eight and a half inches at leaab, and tbe 
centre of such arch shall be higher than the springing at 
the rate of one inch at leEiet for every foot, and alao for 
Rnj fractional part of a foot of span. 

3. If an arch or floor of other incombuHtible malarial be . 
used, it shall be conetructed in such maoner aa may be 
approved by the district surveyor, 

72 — I- Every arch or other construction under any 
paeaiige leading to premises in other occupalion, or under 
any public way or intended public way, shall be formed of 
brick, stone or other incombustible materials. 

2. If an arch of brick or stone be used, it shall — 

(a) Where its span does not excetd ten feet, be of 
the thickness of eight and a half inches at 

(h) Where its span exceeds ten, but does not exceed 

fifteen feet, be of the thickness of thirteen. 

inches at least ; and 
(c) Where its span exceeds fifteen feet, be of such 

thiclineBS ea may be approved by the district 

surveyor. 

3, If an arch or other construction of other incombus- 
tible material be used, it shall be constructed in such. 
manner as may be approved by the district surveyor. 

73— The following provisions shall (except with the 
conaent of the Council) apply to projections &om 
buildings ; — 

1. Every coping, cornice, stringcourse, facia, window- 
dressing, portico, porch, balcony, verandah, 
balustrade, outside lamUng, outside stairs and 
outbide steps, and architectural projection or 
decoration whatsoever, and also the eaves, barge 
boards and cornices I0 any overhanging roof, 
except the cornices and dressings to the window 
fronts of shops, and except the eaves, barge 
boards and coruices to detached and semi- 
detached dwelling-honsee, and to other dwelling- 
houses in whioh the party walls are corbelled 
out so as to project four inches beyond suoh 
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eavea, barge boards or oomicos, slial! be of brick, 
tile, stone, artificial stone, elate, cement or other 
fireproof mater iul : 
For tlie purpose of this snb-Bection a pair of somi- 
detached bouaea ahall be deemed to be one 
building ; 

2. Every balcony, cornice or other projection shall be 

tailed into the wall of the building and weighted 
or tied down to the satiefaction of the district 
surveyor, and no cornice shall exceed in pro- 
jection two feet six inchea over the public way : 

3. In a street or way of a width not greater than thirty 

feet, any shop front may project beyond the 
external wall of the building to which it belongs 
to any extent not exceeding five inches, and any 
cornice of any such shop front may project to 
any extent not exceeding thirteen inches ; and in 
any street or way of a width greater than thirty 
feet, any shop front may project to any extent 
not exceeding ten inches, and any cornice of any 
Buoh shop front may project to any extent not 
exceeding eighteen inches beyond the external 
wall of the building to which it belonga, over the 
ground of the owner of the building, provided 
that this provision shall not authorise in any 
BUch street the projection of any part of any 
Buch shop front other than the cornice on or 
over the public way or any land to be given up 
to the public way : 

4. No part of the woodwork of any shop front shall be 

fixed higher than twenty-five feet above the 
level of the pavement of the public footpath in 
front of the shop. No part of the woodwork of 
any shop front shall be fixed nearer than four 
inohea ti) the centre of the party wall where the 
adjoining premiaee are separated by a party 
wall, or nearer than four inchea to the face of the 
wall of the adjoining premises, whore the ad- 
joining premises have a separate wall, unless a 
pier or corbel of stone, brick or other incom- 
bustible material, four inches wide at the least, 
be placed as high aa such woodwork, and pro- 
jecting throughout an inch at the least in front 
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thereof between such woodwork and the centre 
of the party wall or the separaio wall, tis the 
case may be : 
. In a street of a width not less than forty feet, or to 
a building ihe front wall of which is not at a 
less distance than forty feet from the opposite 
boundary of the street, bay windows to dwelKng- 
honsee may be erected on land belonging to 
the owner of the building, notwithstanding 
the provisions of this Act relating to buildings 
beyond the general line of buildings in streets, 
provided that such bay windows — 
(a) Do not exoeed three storeys in height above 

the level of the footway ; 
(6) Do not project more than three feet from the 
main wall of the building to which they are 
attached ; 
(e) Do not project in any part within the pre- 
scribed distance of the centre of the roadway; 
id) Are in no part nearer to the centre of the 
nearest party wall than the extreme amount 
of their projection from the main wall of the 
building to which they are attached ; 
(e) Do not taken together exceed in ividth three- 
fifths of the frontage of the building towards 
the street to which such bays face; 
(/) Are not constructed upon any part of the 
pulilic way or upon any laud agreed to be 
given up to the public way ; and 
(j) Shall not be used for trade parposes ; 
Bay windows to which the foregoing rules do 
not apply shall not be erected without the con- 
sent of the Council after consulting the local 
authority. 
. In a street of a width not less than forty feet, or to 
a building the front wall of which is not at a 
less distance than forty feet from the oii]ioBit© 
boundary of the street, projecting oriel windows 
or turrets may bo construoted. Provided that — 
(a) No part of any such projection extend mora 
than three feet from the face of the front wall 
of the building, or more than twelve inches 
over the public way ; 



(V) No part of any eucli projection be leas than 
ten feat above the level of the footway of the 
street ; 

(c) No part of any snch projeotioo (where it over- 

hangs the public way) be within a distance of 
four feet of the centre of the nearest party 

(d) On no floor shall the total width of any such 

projections taken together exceed three-fifths 
of the length of the wall of the building on 
the level of that floor ; 

(e) Every such projection be constructed to the 

satisfaction of the district snrveyor, or in the 
event of disagreement, to the satiafaction of 
the superintending architect, whose determina- 
tion tihall be fi-nal ; 
Oriel windowM or turrets to which the foregoing 
ruloa do not apply, shall not be erected without 
the consent of the Council after oonsultiug the 
local authority : 
7. The roof, fiat or gutter of every building and every 
balcony, verandah, shop front or other similar 
projection or projecting window shall bo bo 
arranged and constructed, and so supplied with 
gutters and pipes as to prevent the water there- 
from from dropping upon or running over any 
public way : 
3. Except in so far as is permitted by this section in 
the case of shop fronts and projecting windows, 
and with the exception of water pipes and their 
appurt«nanc6S, copings, string courses, cornices, 
facias, window dressings and other like archi- 
tectural decorations, no projection from any 
building shall extend beyond the general line 
of buildings in any street except with the 
permwsion of the Council after consulting the 
local authority. 

74 — !■ Every building shall be aeparatod either by an soparsiion 
E external wall OT by a party wall or other proper party "' '">'"'^«>- 
■'■Btruoture from the adjoining building (if any), and from 
I tach of the adjoining buildings (if more thtin one). 

'. In every building exceeding ten sijuares in area, 
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Meed in part for purpoEea of trade or manufacture, and in 
part aa a dwelling-house, the part used for the purposes 
of trade or manufacture shall be separated from the part 
used as a dwelling-house by walla and floors constructed 
of fire-resietin^ materials, and all passages, staircases and 
other means of approach to the part used as a dwelling 
houae shall be constructed throughout of fire-resisting 
materials. The part used for purposes of trade or manu- 
facture shall (if extondiug to more than two hundred 
and fifty thousand cubic feet) be subject to the provisions 
of this Act relating to the cubical extent of buildings of 
the warehouse class: 

Provided that there may be constrnoted in the walls of 
such Btaircasos and passages, such doorways as are neces- 
sary for communicating between the different parts of the 
building, and there may be formed in any walls of such 
building openings fitted with fire-resisting doors. 

3. In every building exceeding twenty-five squares in 
area, containing separate seta of chambers or offices, or 
rooms tenanted or constructed or adapted to be tenanted 
by different persons, the floors and principal staircases 
shali bo of fire-rosjsting luatorials : 

But this provision shall not entitle tho district surveyor 
to charge for the inspection of each set of chambers aa a 
separate building. 

75— Escopt as in this section provided, no building 
of the warehouse class shall extend to more than two 
hundred and fifty thousand cubic feet, unless divided by 
party walls in such manner that no division thereof 
extend to more than two hundred and fifty thousand cubic 
feet. 

No addition shall be made to any building of the 
warehouse class, or to any division thereof, so that the 
cubical extent of any such buQding or division shall 
exceed two hundred and fifty thousand cubic feet. 

The restriction contained in this section upon tho 
cubical extent of a building shall not apply to any 
building which, being at a greater distance than two 
miles from Saint Paul's Cathedral, is used wholly for the 
manufacture of the machinery and boilers of steam vesaela, 
or for a retort-honae for the manufacture of gas, or for 
generating electricity, provided that such building oon- 



BiBt of one floor only, and be conatructed of brick, atone, 
iron or other incombustible mahirial throughout, and 
shall not be used for any pfirposo other than such as 
hereinbefore speGified. Every Buch building shall, for 
the purpose of the provieionB of this Act with respect to 
special buildings, be deemed to ba a building to which thu 
general nileH of this Act are inapplicable. 

76^Whero the Council are satisfied on ihe report of Cmiseui 
the Buperiiiiending architect and of the chief ufScer of the ^^^ 
fire brigade that additional cubical extent is necesaaiy for 
any building to be used for any trade or manufacture, 
and are satisfied that proper arrangemenls have been or 
will be made and maintained for lessening so far as 
reasonably practicable danger from fire, the Council may 
consent to ench building containing additional cubical 
extent. 

I Provided that such buUding shall not — 
(i.) Extend to a number of cubic feet exceeding four 
I hundred and fifty thousand, orany lesannraber 

allowed by the Council, without being divided 
by party walls in such manner that thecnbical 
extent of each division do not exceed that 
number ; 
Hi.) Exceed sixty feet in height ; 
(iii.) Be used for purpose of any trade or maTinfacture 
involving the use of explosive or inflammable 

Such consent shall continue in force only while the said 
building is actually used for the purposes of the trade or 
manufacture in respect of which the consent was granted. 

77 — 1- Buildings shall not be united except where ruIcbi 
they are wholly in one occupation, or are constructed or J^!"^^ 
adapted to be so. 

2. Buildings shall not be united if when so united and 
considered as one building only they wuuld not be in 
conformity with this Act. 

3. An opening shall not be made in any party wall or 
in two external walls dividing buildings, which if taken 

'■ together would extend to more than two hundred and 
fc^fty tbonsanJ cubic feet, except under the following 
lOnditionB ; — 



k 



LONDON BVlLDINa ACT, 189*.^ 

(a) Such opening shall not exceed in width seven 
feet, or in height eight feet, and such opening 
or openings taken ti^ether shall not exceed 
one-half the length of such party wall on each 
floor of the huilding in which they occnr ; 

(6) Such opening shall have the floor, jamba and 
head formed of brick, trtone or iron, and be 
cloBed by two wrought-iron doora, each' one- 
fourth of an inch thick in the panel, at a 
distance from each other of the fnU thickness 
of the wall, fitted to rehated frames without 
woodwork of any kind, or by wronght-iron 
sliding doors or shutters, properly constructed, 
fitted into grooved or rebated iron frames ; 

(c) If the thictuesa of the wall be not less than 
twenty-four inches, or the doors be placed at a 
distatic« from each other of not less than 
twenty-four inches, Buch opening may be nine 
feet six inches in height. 

4. Whenever any buildings which have been united 
et-ase to he in one occnpation, all openings made for the 
purpose of uniting the same in any party wall between 
the buildings or in any external wall shall be stopped np 
with brick or stone w^orfe not less than thirteen inches in 
thickness (except in the case of a wall eight and a half 
inches in thickness, in which case eight and a half inches 
shall be suiBcicnt) and propeily bonded with such wall, 
and any timber not in conformity with this Act placed in 
the wall shall be removed. 

5. WheneTer any buildings which have been nnited 
cease to be in <ne occupation, the owner thereof shall 
forthwith give notice to the district surveyor, and shall 
cause any iipenings made in the party wall to be stopped 
up and bonded as afoi'csaid. 

I 78 — Notwithstanding anything in this Act, every public 
huilding, including the walls, roofs, floors, galleries and 
staircases, and every structure and work constructed or 
done in connection with or for the purposes of the same, shall 
be constructed in such manner as may be approved by the 
district surveyor, or in the event of snch disagreement may 
be determined by the tiibunal of appeal, and save so far as 
tpects the rules of construction every public building 
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[ throughout this Act be deemed to be included in the 
L buildiog, and be subject to all the provisions of thia 
Act in the same uianoer ae if it were a building erected 
for a purpose other than a public purpoee, 

N'o public building shall be used as such until the 
district surveyor or the tribunal of appeal shall have 
declared his or their approval of the construction thereof. 

After the district surveyor shall have so declared Lis 
approval, or shall certify that it has been conatructeil aa 
directed by the tribunal of appeal, any work affecting or 
likely to affect the building shall not be done to, in or on 
the building without the approval of the district surveyor 
or such certificate as aforesaid. 

79— Where it is proposed to "convert or alter any c-jnvtraionu 
building erected for a purpose other than a public purpose [1,™°!,**!^- 
into a public building, such couvertiion or alteration shall buiidiugii. 
be carried into effect, and the public building thereby 
formed, including the walls, roofs, floors, galleries and 
Btairfases thereof shall be constructed in such manner 
as may be approved by the district surveyor, or in the 
event of disagreement may be determined by tbe tribunal 
of appeal, and the provisions of this Act shall apply to 
such alteration or conversion as though it were the 
oonstmction of a public building. 



SO^The following rules shall be observed with respect ^ 
to new churches, chapels, meeting-house a, public halls, * 
public lectn re-rooms, public exhibition-rooms and public 
places of assembly, or additions or alterations by which 
increased accommodation is to be provided to exialing 
churches, chapels and meeting-houses, public halls, public 
lecture-rooms, public exhibition-rooms or public places of 
assembly : — 

(a) Every staircase for the use of the public shall be 
supported and onoloned by brick walls not leaa 
than nine inches thick. The treads of each 
Bight of stairs shall be of uniform width : 

jase, internal corridor or passage-way for 

» of the public shall be less than four feet 

ihes wide. Provided that where not more 

than two hundred persons are to be accommodated 

in aucti church, chapel, meeting-house, hall, 

leoLure-room, exhibitioB-roumor place of assembly, 

a 1 




such ataircaee, internal corridor or passage-way 
may be of the width of three feet ais inches : 
(c) Every staircase, corridor or passage-way for the use 
of the public, and which communicates with any 
portion of the building intended for the aocom- 
modation of a larger number of the public than 
four hundred, shsSl be increased in width by sit 
inches for every additional one hundred persona, 
until a maximum width of nine feet be obtained. 
Pi-ovided always that in every case where the stair- 
cases are sis feet wide and upwards, they shall 
he divided by a hand-rail. Provided alao that in 
lieu of a single staircase, con'idor or passage- 
way of the width in this eab-section prescribed, 
it shall be lawful to substitute two staircaaea, 
corridors or paesage-waya, each being of a width 
at least equal to two-thirds of the width in this 
Buh-section prescribed for the single ataircaae, 
corridor or passage-way, but so that neither of 
such two substituted corridors, staircases or 



passage-ways 

inches wide : 

(d) In all c 



shall t 



less than three feet six 



t portion of the public is to be 
mmodated over or at a higher level than 
others of the public, a separate means of eiit of 
the width above prescribed for staircases, internal 
oorridors or passage-ways, and communioating 
direolly with the street or open space shall be 
provided from each floor or level ; 
(e) All doors and barriers shall be made to open out- 
wards, and no outside locks or bolts are to be 
affixed thereto. 

81 — ^Where a building erected after the commencement 
of this Act under, or in, or by inclosure of a railway arch 
or abutting thereon, is constructed or adapted to be used 
for human habitation, this Act shall apply to the building 
and to every work done to, in or on the same in like 
manner, and to the like extent as far as may be, as if the 
building vtare built in any other position. 




SPECIAL AND TEMPOEAEY BUILDINGS AND 
WOODEN STKOCTDKES. 

82— ^1- Where a builder is desirous of erecting an iron Amitiatio 

building or structure, or any otlier building or atnicture E^bom'iii 

to which the genera! proTisiona of Part VI. of this Act iniviiich 

are inapplicable, or in the opinion of the Council inappro- "J^°,,t 

priate, having regard to the apecial purpose for which the p1i™ii1e. 

building or structure is [designed and actually used, he _ 

shall make an application to the Council, accompanied by ^M 

a plan of the proposed buildiug, with such particulars as ^M 

to the construction thereof as may be required by the H 

Councih ^M 

2. The Council, if Batisfied with such plan and par- H 
ticulare, shall signify their approval of the same in H 
writing, and thereupon the bnilding may be constructed H 
according to such plan and particulars, but the Council ^M 
shall not authorise any building of the warehouse class to H 
be erected of greater cubical extent than two hundred and H 
fifty thousand cubic feet except in accurdance with the ^M 
foregoing provisions of this Act. ^| 

3. The Council may, for the purpose of regulating the H 
procedure in relation to such applications, issue such ^M 
general rules as they thiuk fit as to the time and manner ^M 
of malting applications, and as to the plans to be pre- H 
aented, the expenses to be incurred, and auy other matter H 
or thing conneoted therewith. H 

4. All espenaes incurred in and about the obtaining the H 
approval of the Connoil shall be paid by the builder to ^M 
the superintending architect, or to such other person as ^M 
the Council may appoint, and in default of payment may ^M 
be recovered in a summary manner. ^M 

5. A copy of any plans and particulars approved by the ^M 
Council shall be furnished to the district surveyor within ^M 
whose district the building to which such plana and par- ^M 
ticulars relate is situate, and it fahall be his duty to ^M 
ascertain that the same is bailt in accordance with the ^H 
said plans and particulars. ^^H 
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■Where an application is made to the Council by 
any pereon stating his desire to erect in any place an iron 
or other building, or Btmcture of a temporary character, 
to which the general proTisionH of Part VI. of this Att 
are inapplicable, the Council may, if they approve of the 
plan and particulars of the building or structure, limit the 
period during which it shall be allowed to remain in that 
place, and may mate their approval subject to such 
conditioDB as to the removal of the building or structure, 
or otherwise aa they think fit ; and if at the eipiration 
of that period, the building or structure be not removed 
in accordance with those conditions, the Council may 
serve a notice on the occupier or owner of such building 
or structure, requiring bim to remove it within a reason- 
able time specified in the notice, and if the occupier or 
owner fail to remove such building or structure within 
the time named, the Council may, notwithstanding the 
imposition and recovery of any penalty, caueo complaint 
thereof to be made before a petty sessional court, who 
shall thereupon issue a saiuraons requiring such occupier 
or owner to appear to answer such complaiot, and if the 
Baid complaint Ib proved to the eatlBfaction of the Court, 
the Court may make an order in writing authorising the 
Council to enter upon the land upon which such building 
is situated, and to remove or take down the same and do 
whatever may be necessary for such purpose, and also to 
remove the materials of which the same is composed to a 
convenient place, and (unless the expenses of the Council 
be paid to them within fourteen days after such removal) 
sell the same as they think proper. 

84 — !• No person shall set up in any place any wooden 
stmcture (unless it be exempt from the operation of this 
Part of this Act) except hoardings enclosing vacant land 
and not exceeding in any part twelve feet in height, 
without having first obtained for that purpose a license 
from the Council, and the license may contain such con- 
ditions with respect to the structure and the time fur 
which it is to be permitted to continue in the said place 
as the Council think expedient. 

2. Provided that a license shall not be required in the , 
case of any wooden structure of a movable or temporary^ 
character erected by a builder for his use during the ooi 
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I Btruction, alteration or impair of any buildinj;. unlosB tlia 
1 not ta^en down or removed immediately after 
y Buch oonBtroction, altera I ioo or repair. 

Provided that this section shall not extend to or apply 
within the City, or to any hoarding duly licensed hy the 
local authority under any statutory powers in that bohall. 

85 — This Part of this Act shall not apply in the case of iiiesorir 

' a pile, Btaok or store of timber not being a struoluve afEsed rs^ii^Jh 

or fastened to iho ground. Binictunf 

86— Structures or orectlona erected or set up upon the ah m 

premises of any railway company, and used for the '"' 

purposes of or in connection with the traffic of such railway c 
ooiiipauy, shall be exempt from the operation of this Part 
of this Act 



Pakt VIII. 
EIGHTS OF BUILDING AND ADJOINING- 
OWNERS. 

87 — Where lands of different owners adjoin and are i 
unbuilt on at the line of junction, and oiiher owner is ' 
about to build on any part of the line of junction, the i 
fol lowing provisions shall have effect : — ' 

1. If the building owner desire to build a party wall i 

on the line of junction he may serve notice ' 
thereof on the adjoining owner, describing the 
intended wall : 

2. If the adjoining owner consent to the building of a 

party wall, the wall shall be built half on the 
laiid of each of the two owners, or in such other 
position as may be agreed between the two 
owners : 

3. The expense of the building of the party wall shall 

be from time to time defrayed by the two owners 
in due proportion, regard being had to the use 
made and which may be made of the wall by the 
two owners respectively ; 

4. If the adjoining owner do not consent to the building 
of a party wail, the buihiing owner shall not 
build the wall otherwise than as an external wall 
placed wholly on his own land : 
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5. If the building owner do not desire to Inild e, party 
wall on the line of junction, but desires to build 
an external wall placed wholly on his own land, 
he may eervo notice thereof on the adjoining 
owner describing the intended wall : 
C. Where in either of the cases aforesaid the building 
owner prooeeds to build aa external wall on his 
own .land, he shall have a right aX his own ex- 
pense, at any time after the expiration of one 
month from the aervioe of the notice, to place on 
the land of the adjoining owner, below die level 
of the lowest floor, the projecting footings of the 
external wall, with concrete or other solid Bub- 
Btruciure therennder, making compensation to 
the adjoining owner or occupier for any damage 
occasioned thereby, the amount of such com- 
pensation, if any difference arise, to be determined 
in the manner in which differences between 
building owners and adjoining owners are herein- 
after directed to be determined. 
Where an external wall is built against another eiteraal 
■wall or against a party wall, it shall be lawful for the 
district surveyor to allow the footing of the side next such 
other estemal or party wall to be omitted. 

88-7The building owner shall have the following 
rights in relation to party structnree (thst is to sayj -.-^ 

1. A right to make good, underpin or repair any party 

structure which is defective or out of repair : 

2. A riglit to pull down and rebuild any party structure 

which is so far defective or ont of repair as to 
make it necessary or desirable to pull it down : 

3. A right to pull down any timber or other partition 

which divides any buildings (vnd is not conform- 
able with the regulations of this Act, and to 
build instead a party waU conformable thereto: 

4. In the case of buildings having rooms or storeys, the 

property of different owners intermixed, a right 
to pull down such of the said rooms or storeya, 
or any part thereof as are not built in conformity 
■with this Act, and to rebuild the same in con- 
formity with this Act: 

5. In the case of buildings connected hy arches or com- 
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mutiicationa over public ways, or over passages 
belonging to other persons, a right to pall down 
such of the said biiildings, arcbea or eommnni- 
cations, or such parts tbereof, as are not built in 
conformity ■with this Act, and to rebuild the 
same in conformity with this Act ; 

right to raise and underpin any party structure 
permitted by this Act to be raised or under- 
pinned, or any external wall built against such 
party structure, upon condition of making good 
all damage oooasioned thereby to the adjoining 
premises, or to the internal finishings and 
decorations thereof, and of carrying up to the 
requisite height all flues and chimney fitaoks 
belonging to the adjoining owner, on or against 
such party structure or external wall ; 

right to pull down any party structure which is 
of in sufficient strength for any building intended 
to be built, and to rebuild the same of sufficient 
strength for the above purpose upon condition 
of making good all damage occasioned thereby 
to the adjoining premises or to the internal 
finishings and decorations thereof; 

8. A right to cut into any party stniotute upon con- 

dition of making good all damage occasioned to 
the adjoining premises by such operaiion ; 

9. A right to cut away any footing or any chimney 

breasts, jambs or flues projecting, or other pro- 
jections from any party wall or external walls 
in order to erect an external wall against such 
party wall, or for any other purpose, upon con- 
dition of making good all damage occasioned to 
the adjoining premises by such operation ; 

10. A right to cutaway or take down auoh parts of any 
wall or building of an adjoining owner as may 
be necessary in consequence of such wall or 
building overhanging the ground of the building 
owner, in order to erect an upright wall against 
the same, on condition of making good any 
damage sustained by the wall or building by 
reanon of such cutting away or taking down : 

51. A right to perform any other necessary works 
incident to the connection of a party structure 
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'with the premises adjoining thereto. But tlie 
aliove rights shall be subject to this qualificaticm, 
that any buildiog which has beea erected 
previously to the date of the commencement of 
this Act shall be deemed to be conformable with 
the proviaioDB of this Act if it be conformable 
with the proyisions of the Acts of Parliament 
regulating buildings in London before the com- 
mencement of this Act : 
12. A right to raise a party fence wall, or to pull the 

same down and rebnild it as a party wall. 
89—1. Whore a building owner proposes to eiercise any 
of the foregoing rights with respect to party structures, 
the adjoining owner may, by notice, require the building 
owner to build, on any such party structure such chimney 
copings, jambs, or breasts, or flues, or such piers or re- 
cesses, or any other like works ss may fairly he required, 
for the convenience of such adjoining owner, and may be 
specified in the notice, and it shall be the duty of the 
building owner to comply with such requisition in all 
cases where the execution of the required works will not 
be injurious to the building owner, or cause to him un- 
necessary inconvenience or unnecessary delay in the 
exerciee of his right. 

If. Any difference that arises between a building owner 
and adjoining owner in respect of the eKeijution of any 
such works shall be determined in manner in which dif- 
ferences between building owners and adjoining owners 
are hereinafter directed to be determined, 

90 — 1- A building owner shall not, except with the 
consent in writing of the adjoining owner and of the 
afljoining occupiers, or in cases whore any wall or party 
structure is dangerous (in which cases the provisions of 
Fart IX. of this Act shall apply), exercise any of his rights 
under this Act in respect of any party fence wall, unless 
at least one month, or exercise any of hia rights under this 
Act in relation to any party wall or party structure other 
than a party fence wall, uiiiesa at least two mouths before 
doing so be has served on the adjoining owner a party 
wall or party structure notice, stating the nature and par- 
ticulars of the propiised work, and the time at which the 
work is proposed to be commenced. 
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2. When a bnildiug owner in the exorci-^e of any of his 
rights Tiiider this Part of the Act lays open any part of 
the adjoining land or building, he shall at his own expense 
make and maintain fur a proper time a proper hoarding 
and shoring or temporary construotion for protection of 
the adjoining land or building and the security of the 
adjoining occupier. 

3. A building owner shall not exercise any right hy this 
Act given to him in such manner or at such time an to 
oause unnecessary inconvenience to the adjoining owner 
or to the adjoining occupier, 

4. A patty wall or atmcture notice shall not be avail- 
able for the exercise of any right unless the work to which 
the notice relates is begun within sis months after the 
service thereof and is prosecuted with due diligence. 

6. Within one month after receipt of such notice the 
adjoining owner may serve on the building owner a notice 
requiring him to build on any Buch party etrutture any 
works to the construction of which he is hereinbefore 
declared to be entitled. 

6. The last-mentioned notice shall speciiy the worta 
required by the adjoining owner for his convenience, and 
E^U, if necessary, be accompanied by explanatory plans 
and drawings. 

7. If either owner do not within fourteen days after the 
service on him of any notice express his consent thereto 
he shall be considered as having dissented therefrom, and 
thereupon a diflerence shall be deemed to have arisen 
between the building owner and the adjoining owner. 

91 — 1. In all cases not specially provided for by this s 
Act where a difference arises between a buUding owner ^ 
and adjoining owner in respect of any matter arising with ii 
reference to any work to which any notice given under ' 
thia Fart of this Act relates, unless both parties concur in 
the appointment of one surveyor they shall each appoint 
a surveyor, and the two surveyors so appointed shall select 
a third surveyor, and such one surveyor or three surveyors 
or any two of them shall settle any matter from time to 
time during the oonlinuance of any work to which the 
notice relates in dispute between such building and ad- 
joining owner, with power by his or their award to 
determine the right to do and the time and manner of 
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doiDg anj woc^ and ^/anenSij any other matter arising 
oat of or incideiitkl to sndt diSereace, bat any time bo 
apfKHBled far dcnitg any intrk shall not, imlesB otherwise 
agned, oomnwnce nntil after the erpiratioii of the period 
\ij this Part of this Act prescribed for the notice in the 

frtM-nlai- M 

2. Any award given by sach one surreyor or by such 
three sDrreycws, or by any two of them shall be concia.->ive, 
and afaall not be qaeationed in any conrt with this excep- 
tion, that either of the parties to the diSereuce may appeal 
therefrom to the connty court within foorleen days from 
the date of the delivery of the award, and the connty conrt 
may, eabject aij hereafter in this section mentioned, rescind 
the award or modify it in unch manner as it thinks jnst. 

3. If either party to the difference make default in 
appointing a Brtrreyor fur ten days after notice has been 
served on him by the other party to make snch appoint- 
ment, the party giving the notice may make the appoint- 
ment in the place of the party so making defaalt. 

4. The costs incurred in making or obtaining the award 
shall be paid by such party as the survej-or or snrveyara 
determine. 

5. If the appellant &om any such award on appearing 
before the connty conrt declare his unwillingness to have 
the matter decided by that court, and prove to the satis- 
faction of the judge of that court that in the event of the 
matter beiug decided againtit him he will be liable to pay 
a Knm exclusive of costs exceeding fifty pounds, and gives 
security to be approved by the judge duly to prosecute his 
appeal and to abide the event thereof, all proceedings in 
the connty conrt shall therenpon be stayed, and the 
appellant may bring an action in the Kigh Court againet 
the other party to the difference. 

0. The plaintiff in snch action shall deliver to the 
defendants an issue whereby the matters in difference 
between them may be tried, and the fonu of such issue in 
case of dispute or in case of the non-appearance of the 
defendant shall be settled by the High Court, and euoh 
action shall be prosecuted and issue tried in the same 
manner and anbjeot to the eame incidents in and subject 
to which aotions are prosecuted and issues tried in othec i 
cases within the jurisdiction of the High Court, o: ' " 
tht^reto as circumstances admit. 



tried, in otbec ■ 
urt, or as boV^H 
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If (lie parties to aay such action agree ae to tbe fiicts, 
a special case may be stated for the opinion of the High 
Court, and any case so stated may be brought before the 
^oourt in like manner and Bubject to the Baine incidents iti, 
,«nd subject to which other special cases are brought before 
Bnoh court, or ab near thereto as circumstances admit, and 
any costs that may haTc been incurred in the county court 
by the parties to auoh action as is mentioned in this section 
shall be deemed to be costs incurred in such action, and be 
payable accordingly. 

8. Where both parties to the diEFerence have concurred 
in the appointment of one surveyor for the settlement of 
such difference, then if such surveyor refuse or for seven 
days neglect to act, or die, or become incapable to act before 
he has made his award, the matters in dispute shall bo 
determined in the same manner as if such single surveyor 
had not been appointed. 

9. 'Where each party to the difference has appointed a 
Bnrveyor for the settlement of the difference, and a third 
surveyor has been selected, then if such third surveyor 
refuse, or for for seven days neglect to act, or before such 
difference is settled die, or become incapable to act, the two 
surveyors shall forthwith select another third surveyor in 
his place, and every third surveyor so selected as last 
aforesaid, shall have the same powers and authorities as 
were vested in his predecessor, 

10. "Where each party to the difference has appointed a 
•urveyor for the settlement of the diBerence, tlien if the 
two surveyors so appointed refuse or for seven days after 
request of either party neglect to select a third surveyor, 
or another third surveyor in the event of tlie refusal or 
neglect to act, death or incapacity of the third surveyor, 
for the time being, a Secretary of State may on the 
application of either party select some fit person to act as 
Uiird surveyor, and every surveyor so selected shall have 
the same powers and authorities as if be had been selected 
by the two surveyors appointed by the parties. 

11. Where each party to the difference has appointed a 
surveyor for the settlement of the difference, then if before 
such difference is settled either survej'or so appointed die 
or become incapable to act, the party by whom such sur- 
veyor was appointed may appoint in writing some other 
surveyor to act in his place, and if for the space of seven 
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days after notice served on him by the other party for 
tliat purpose he fail to do bo the other eurveyor may 
proceed exparte, and ihe decision of such other surveyor 
Bhall 130 as effectual as if he had been a single stirreyor in 
whose appointment l)oth parties had concurred, and every 
surveyor so to be substituted as aforesaid shall have the 
same powers and authorities as were vested in the former 
surveyor at the time of his death or disability as afore- 

12, Where each party (o the difference has appointed a 
surveyor for the eettlement of the difference, then if either 
of the surveyors refuse or for seven days neglect to act, the 
other surveyor may proceed em parte and the decision of 
such other surveyor shall be as effectual as if he had been 
a single surveyor in whose appointment both parties had 
concurred. 

92 — A building owner, his servants, agents and work- 
men at all usual times of working may enter and remain 
on any premises for the purpose of executing, and may 
execute, any work which he has become entitled or is 
required in pursuance of ttus Act to execute, removing any 
furniture or doing any other thing which may be necessary, 
and if the premises are closed he and they may, accom- 
panied by a constable or other officer of the peace, break 
open any fences or doors in order to effect such entry : 

Provided that before entering on any premises for the 
purposes of this Boctjon the building owner shall, esoept 
in the case of emergency, give fourteen days' nolice of his 
intention so to do to the owner and occupier, and in. case 
of emergency shall give such notice as may be reasonably 
practicable. 

93 — Where a building owner intends to erect within 
ten feet of a building belonging to an adjoining owner a 
building or structure, any part of which within siich ten 
feet extends to a lower level than the foundations of the 
building belonging to the adjoining owner, ho may, and if 
required by the adjoining owner, shall (subject as herein- 
after provided) underpin or otherwise strengthen the 
foundations of the said building so far as may be necessary, 
and the following provisiona shall have effect: — 

1, At least two months' notice in writing shall be given 
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by the building owner to the adjoini 
stating hie intention to bnilcl and whether he 
propoaea to nnderpin or otherwise strengthen 
the founclationB of the eaid building, and such 
notice shall be accompanied by a plan and 
sections showing the site of the proposed build- 
ing and the depth to which he proposes to 
excavate : 

2. If the adjoining owner shall, within fourteen days 

after being served with such notice, give a ' 

counter-notice in writing that he dispntoa the 
necessity of or require such underpinning or 
strengthening, a difference shall be deemed to 
have arisen between the building owner and the 
adjoining owner: 

3. The building owner shall be liable to compeneate 

the adjoining owner and occupier for any incon- 
venience, loss or damage which may result to 
them by reason of the exercise of the powers 
conferred by this section : 

4. Nothing in this section contained shall relieve the 

building owner from any liability to which he 
would otherwise be subject in case of injury 
caused by bis building operations to the adjoin- 
ing owner. 

94 — -An adjoining owner may if he think fit by notice secnrit 
in writing require the building owner (before commencing ^^^."^ 
any work which he may be authorised by this Fart of o«ner i 
this Act to execute) to give such security as may be agreed ^^^J'j'' 
upon or in case of difference may be settled by the Judge 
of the County Court for the payment of all such expenses, 
ooBta and compensation in respect of the work as may bo 
payable by the building owner. 

The building owner may if he think fit, at any time 
after service on him of a party wall or party structure 
requisition by the adjoining owner, and before beginning 
a work to whii'h the requisition relates, but not afterwarda, 
a counter-requisition on the adjoining owner requir- 
ing him to give such securiiy for payment of the expenses, 
coata and compensation for which he is or will be liable 
as may be agreed upon or in case of difference may be 
I Bottled as aforesaid. 
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If the adjoining owner do not within one month after 
service of that cuunter- requisition give security accord- 
ingly, he shall at the end of that month be deemed tJ3 
have ceased to be entitled to compliance with bia party 
wall or party atructure reqnisition, and the building 
owner may proceed as if no party wall or party stmcture 
reqaisitiou had been served on him by the adjoining 



96 — 1- As to expensea to be borne jointly by the bnild- 
ing owner and adjoining owner : — 

(a) If any party structure be defective or ont of 
repair the expense of making good, under- 
pinning or repairing the same ehall be borne 
by the building owner and adjoining owner in 
due proportion, reg^ird being had to the nge 
that each owner mttkes or may make of the 
etrncture j 
(6) If any party stmcture be pulled down and 
rebuilt by reason of its being so far defective 
or out of repair as to make it neceBaary or 
desirable to pull it down, the expense of such 
pulling down and rebuilding shall be borne 
by the building owner and adjoining owner 
in due proportion, regard being had to the use 
that each otvuer maj' make of the structure ; 

(c) If any timber or other partition dividing a 

building be pulled down in exercise of the 
right by this Part of this Act vested in a 
building owner, and a party stmctuie be built 
instead thereof, the expense of building suoh 
party structure, and also of building any 
additional party structures that may be re- 
quired by reason of the partition having been 
pulled down, shall be borne by the building 
owner and adjoining owner in due proportion, 
regard being had to the use that each owner 
may make of the party structure and to the 
thickness required for support of the respective 
buildings parted thereby; 

(d) If any rooms or storeys or any parts thereof, 
the property of different owners and inter- 
mixed in any building, be pulled down in 



purauance of the right by this Part of this Act 
■vested in a building owner and be rebuilt in 
conformity with this Act, the expense of sueh 
palling down and rebuilding shall be borne by 
the building owner and adjoining owner in 
due proportion, regard being had to the use 
that each owner may make of anch rooms or 
storeys ; 

(e) If any arches or communioation3 over public 
ways, or over passages belonging to other 
persona than the owners of the buildings con- 
nected by such arches or comniunicationa or 
any parts thereof, be pulled down in pursuance 
of the right by this Part of this Act vested in 
a building owner and be rebuilt io conformity 
with this Act, the expense of such pulling 
down and rebuilding shall be borne by the 
building owner and adjoining owner io due 
proportion, regard being had to the use that 
each owner may make of such arches or com- 
municatiouB. 
Ab to espenses to be borne by the building owner ; — 

(a) If any party structure or any external wall 
built against another external wall be raised 
or underpinned, in purauance of the power by 
tliia Part of this Act vested in a building 
owner, the expCBse of raising or underpinning 
the same, and of making good all d>imnge 
occasioned thereby, and of carrying up to the 
requisite height all such flues and chimney- 
stacks belonging to the adjoining owner on or 
against any such party structure or external 
wall aa are by this Part of this Act required 
to be made good and carried up, shall be borne 
by the building owner ; 

(t) If any party structure which is of proper 
materials and sound, or not so far defective or 
out of repair as to make it necessary or desir- 
able to pull it down, be pulled down and 
rebuilt by the building owner, the expense of 
pulling duwn and rebuilding the same and of 
making good any damage by this Part of this 
Act required to be made good, and a fiiir 
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allonance in respect of the disfnrbance and 
inconvenience caueed to the adjoining owner, 
shall be home by the building owner ; 
(o) If any party Btrncture be cnt into by the build- 
ing owner, the expense of cutting into the 
same and of making good any damage by this 
Part of this Act required to he made good 
shall be borne by such bnilding owner ; 

(d) If any footing, cliimney-breast, jamts or floor be 

cut away in puTHuance of the powers by this 
Part of this Act vested in a building owner, 
the expense of Buch cntHng away and of 
making good any damage by this Part of this 
Act required to be made good shall be borne 
by the building owner; 

(e) If any party fence wall be raised for a building, 

the espen^e of raising suoh wall shall be borne 

by the building owner ; 

(/) If any party fence wall be pulled down and 

built as a party wall, the expense of pulling 

down such party fence wall and building the 

same as a party wall ehall be home by the 

building owner. 

If at any time the adjoining owner malte use of any 

party structure or external wall (or any part thereof) 

raised or underpinned as aforesaid, or of any party fence 

wall pulled down and built as a party wall (or any part 

thereof), beyond the use thereof made by him before the 

alteration, there shall he borne by the adjoining owner 

from time to time a due proportion of the expenfles (having 

regard to the use that the adjoining owner may make 

thereof} : — 

(i.) Of raising or underpinning suoh party struotnro 
or external wall, and of making good all suoh 
damage occasioned thereby to the adjoining 
owner, and of carrying up to the requisite 
height all such flues and chimney-stacks 
belonging to the adjoining owner on or 
against any such party structure or external 
wail a» are by this Part of this Act required, 
to he made good and carried np ; 
(ii.) Of pulling down and building such party feno6' 
wall as a party wall. 
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96 — Within one moBth after the completion of any a 
■work whioh a buildinf; owner is by this Part of this Act " 
authorised and reqiiired to execute, and the expense of *■" 
which is in whole or in part to be borne by an adjoining "" 
owner, the building owner shall deliver to the adjoining 
owner an account in writing of the particulars and ex- 
pense of the work, specifying any deduction to whjoh 
such adjoining owner or other person m^iy be entitled in 
respect of old materials or in other respects, and every 
such work shall be estimated and valued at fair average 
rates and prices, according to the nature of the work and 
the locality and the market price of materials and labour 
at the time. 

97 — At any time within one month after the delivery * 
of the said account, the adjoining owner, if dissatisded „' 
therewith, may declare hia diaeatisf action to the building * 
owner by notice in writing, soi ved by himself or his 
agent, and speoityiog hia objection thereto, and thereupon 
a difference shall be deemed to have arisen between the 
parties, and shall be determined in manner heroin-before 
in thia Part of this Act provided for the settlement of 
difEeronces between building and adjoining owners. 

98^If within the said period of one month the ad- i 
joining owner do not declare in the said manner his , 
dissatisfaction with the account, ho shall be deemed to " 
have accepted the same, and shall pay the same on 
demand to the party delivering the account, and if be 
fail to do so the amount so duo may be recovered as a 
debt. 

99 — Where the adjoining owner is liable to contribnts e 
to the expenses of building any party structure, then ^ 
until such contribution is paid the building owner at ° 
whose esjiense the same was built shall stand possessed p 
of the sole property in the atrueture. 

100~-The adjoining owner shall be liable for all e 
pensee incurred on his requisition by the building owni 
and in default payment of the same may be recovered 
from him as a debt 

101 — Nothing in this Act shall authorise any inter- 
ference with an easement of light or other eaaements ii 
H 2 
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relating to a party wall, or take away, abridge or pre- i 

judicially affect any right of any person to preserve or 1 

restore any light or other thing in or connected with a ' 

party wall, in case of the party wall being pulled down or 

rebuilt. 

Part IX. 
DANGEEOUS AND NEGLECTED STRUCTURES. 






s Structures. 



102 —Ii this Part of this Act the expression "struo- I 
ture " incbidca any building, wall or other stroctare, and [ 
anything affixed to or projecting from any building, wall 
or other stvucture. 

103 — !■ Where it is made known to the Council that J 
any structure is in a dangerous state, the Council shall 1 
require a survey of such strocture to be made by th© I 
district surveyor or by some other competent surveyor. 

2. For the purposes of this Fart of this Act the espres- 
Bion " distiiet surveyor" shall he deemed to include any 
surveyor so appointed. 

3. The district surveyor shall mate known to the 
Council any information which he may receive with 
respect to any structure being in a dangerous state. 

4. It shall be lawful for the district surveyor to enter 
into any structure, or upon any land upon which any 
tti ucture is situate, for the purpose of making a survey of 
such structure. 

104 — lo cases where any such structure is situate J 
within the City, this Part of this Act relating to dan gerooB 
structures shall be read as if the Commissioners of Sewers 
were named therein instead of the Council, and all oosta 
and expenses of, and all payments hereby directed to be 
made by or to such Commissioners, shall be made by or to 
the Chamberlain of the City out of or to the consolidated 
rate made by such Com mission era, in the same manner as 
payments are made by or to such Chamberlain in the 
ordinary course of his businees. 
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Dployed shall certify to the Cuuncil hie opiuion ^^ 

ate of the BtmctdTe. ^| 



106 — If the certificate is to the effect that the Btmcturo NoiLr^ioha 
is not in a dangerous state no further proceeding shall be ownHili 
had in respect thereof, but if it is to the effect that the ""p^' "f 
Bame is in a dongerona state the Council may cause the 
same to be shored up ot otherwise secured, and a proper 
hoard or fence to he put up for the protection of passen- 
gers, and shall cause notice to be served on the owner or 
occupier of the structure requiring him forthwith to take 
down, secure or repair the same as the case requires. 

107 — !■ If the owner or occupier on whom the notice PrwBcdingi 
is served fail to comply aa speedily as the nature of the ^^p?fj",. 
case permits ■with the notice, a petty sessional court, on "itb noiic". 
complaint by the Council, may order the owner to take 
down, repair or otherwise secure, to the satisfaction of the 
district surve3'or, the structure, or such part thereof as 
appears to the court to be in a dangerous state, within a 
time to be fixed by the order, and if the same be not taken 
down, repaired or otherwise secured within the time so 
limited, tiie Council may with all convenient speed cause 
all or so much of the structure as is in a dangerous con- 
dition to he taken down, repaired or otherwise secured in 
Buch manner as may be requisite : 

PrOTided that if the owner of the structure dispute the 
necessity of any of the requisitions comprised in the 
notice,'he may by notice in writing to the Council, within 

I seven days from the service of the notice upon himself, 
require that the subject shall be referred to arbitration, 
2, In case the owner require arbitration, he may at the 

I time of giving such notice appoint an independent sur- 
veyor to report on the condition of the structure in con- 

I junction with the district surveyor, within seven days of 
the receipt by the Council of the notice of appointment 
of the owner's surveyor, and all questions of fact or 
matters in dispute which cannot be agreed between the 
owner's surveyor and the district surveyor shall be re- 
ferred for final decision to a third surveyor, who shall 
(before the owner's surveyor and the district surveyor 
enter upon the discussion of the question in dispute) have 
been appointed to act as arbitrator by such two surveyors, 



I 





LONDON BUILBINti A6t. 1894: 



\ 




e event of their disagreeing, by a petty Eeasional 
court on the application of either of them ; 

Such arbitrator shall make hia award within fourteen 1 
days. 

3. The notice served by the Council shall be discharged, 
amended or confirmed in accordance with the decision of 
the two EiurveyorB, or the arbitrator, as the caae may be, 

4. Unless the arbitrator otherwise direct, the costs of 
and incident to the determination by the two surveyora 
or the arbitrator of the question in dispute shall be boms 
and paid, in the event of snoh determination being advene 
to the contention of the district surveyor, by the Council, 
or, in the event of such determination being adverse to' 
the contention of the owner's surveyor, by the owner. 

108"~^ot withstanding any such notice requiring arbi- 
tration as aforesaid, a petty sessional court on application 
by the Council may, if of opinion that the structure is in 
such a dangerous condition as to require immediate treat- 
ment, make any order which such court may think fit 
with respect to the taking down, repairing or otherwiee 
securing the structure. 

109 — 1- Al! expenses incurred by the Cottncil in relfr- 
tion to the obtaining of any order as to a dangerous 
structure, and carrying the same into effect under this 
Part of this Act, shall be paid by the owner of the etmo- 
ture, but without prejudice to his right to recover the 
same from any person liable to the expenses of repairs. 

2. If the owner cannot be found, or if on demand he 
refuse or neglect to pay the said expenses, the Council, 
after serving on him three months' notice of their int«a- 
tion to do so, may, if in their discretion thoy think fit, 
sell the structure, hut they shall, after deducting from the 
proceeds of the sale the amount of all expenses inonrred 
by them, pay the surplus (if any) to the owner oB 
demand. 

110 — Where under this Part of this Act any dangerous J 

structure is sold for payment of expenses incurred ia J 
respect thereof by the Council, the purchaser, his t^enfa] 
and servants, may enter upon the land whereon the stmo ^ 
ture is standing for the purpose of taking down 
and of removing the materials of which it is constructed. \ 
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111 — Where the proceeda of the sale of any aach rtnio- I 
ture are inaufBoieiit to repay to the Council the araoant of , 
the espenaes incurred by them in respect of such struc- i 
tiire, no part of the laud whereon the structure stands or j 
stood shall he hailt upon until after the balaace due to 
the Couuoil in respect of the structure has been paid. 

112 — If the materials are not sold by the Council, or if ^ 
I the proceeds of the sale are insufficient to defray the said 
expenses, the Council may recover the espenaes or the 
balance thereof from the owner of tlie building, together 
witb. all costs in respect tliereof, in a Bummary n 

113—1. There shall be paid to the district a 
r^pect of his services under this Part of this Act in re- " 
lation to any dangerous structures, the feea specified in 
Part IT. of the Third S:;hedule to this Act. 

2. Provided that if any special ser^fice 19 required to be 
performed by the district surveyor under this Part of thia 
Act for which no fee ia speoified in the said schedule, the 
Council may order such fee to be paid for tliat service as 
they think fit, 

3. All fees paid to any surveyor by virtue of this 
eection shall bo deemed to be eipenaea incurred by the 
Council in the matter of the dangerous structure in 
respect of which such fees are paid, and shall be recover- 
able by them from the owner accordingly. 

114 — ^Where a structure has been certified by a district i 
surveyor to be dangerous to its inmates, a petty sessional [ 
court may, if Katisfied of the correctness of the certificate, ' 
npoa the application of the Council, by order direct that 
any inmates of such structure be removed therefrom by 
a constable or other peace ofScer, and if they have no 
other abode he may require that they be received into 
the workhouse for the place in which the Htructure is 
situate. 

Neglected Slmctufet. 

lis — 1. Where a structure is ruinous, or so far dilapi- 1 

L dated as thereby to have become and to be unfit for use 1 

or occupation, or is from neglect or otherwise in a struc- J 

tural condition prejudicial to the property in or the inhabi- 

L touts of the neighbourhood, a petty sessional court, oa. 



1 



complaint by tbs Council, may order the owner to take 
down or repair or rebuild aueb structure (in this Act re- 
ferred to ae a neglected stmcture), or auy part thereof, 
or to fence in the ground upon which it stands or any 
part thereof, or otherwiae to put the sarae or any part 
thereof into a state of repair and good condition, to the 
satisfaction of the Council within a reasonalile time to be 
fixed by the order, and may also make au order for the 
costs incurred up to the time of the hearing. 

2. If the order is not obeyed, the Council may with all 
convenient speed enter upon the neglected structure or 
such groand as aforesaid and execute the order. 

3. Where the order directs the taking down of a neg- 
lected stmcture or any part thereof, the Council in execu- 
ting the order may remove the materials to a convenient 
place, and (unless the expenBes of the Council under this 
section in relation to such structure are paid to them 
within fourteen days after such removal) sell the same if 
and ae they in their discretion think fit. 

4. All expenses incurred by the Council under this 
section in relation to a neglected atruoture may be de- 
ducted by the Council out of the proceeds of the sale, and 
the surplus (if any) shall be paid by the Connoil on de- 
mand to the owner of the atructure, and if such neglected 
structure or some part thereof ia not taken down and fiuoh 
materials are not sold by the Council, or if the proceeds of 
the sale are insufficient to defray the said expenses, tbe 
Council may recover such expenses or such insufBcienoy 
from tbe owner of the structure, together with all costs in 
respect thereof, in aaummary manner, but without preju- 
dice lo his right to recover the same from any lessee or 
other person liable to the expenses of repairs, 



Supplemental ag to Dangerous and Neglected Structures. 

116 — 1- Where tbe Council have incurred anyexpenaea J 
in respect of any dangerous or neglected structure, and 
have not been paid or have not recovered the same, a 
petty sessional court, on complaint by tbe Council, may 
niake an order fixing the amount of such expenses and the 
costs of the proceedings before such petty sessional court, 

'd directing that no part of the land upon which Buch | 
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dangerous or neglected structure stands or stood b 
bnilt upon, or that no part of such dangerous i 
structure if repaired or rebuilt ahall be let for oeovpation 
unlil after payment to the Council of the said amount, 
and thereupon, and until payment to the Council of the 
Baid amount, no part of such land ^hall be built upon, and 
no part of such daogeroua or neglected structure so re- 
paired or rebuilt shall be let for occupation. 

2. Every auch order shall be made in duplicate, and 
one copy of such order shall be retained by the proper 
officer of the court, and the other copy shall be kept at ihe 
county hail. 

3. The Council shall keep at the county hall a register 
of all orders made under this section, and shall keep the 
same open for inspection by all persons at all reasonable 
times, and any such order not entered in such register 
within ten days after the making thereof shall cease to be 
of any force. No property shall be affected by any such 
order unlesB and until such order is entered in such 
xegister. 

117— The fees specified in Part IV. of the Third Schedule ^^f^^, ^ 
to this Act as payable to the Council ahall be payable to oegkct^i 
and may be recovered in a summary way by the Council, ^^^l"* '" 



DANGEROUS AND NOXIOUS BUSINESSES. 
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1X8 — !• No person ahall erect any building nearer than ScgniuiiMn 
fifty feet to a building need for any dangerous businefls to 1,",^"'"'"''^ 
which this section applies, dBngeroiia 

2, Provided that where a building erected before the '""^'"*^ 
ninth day of August, one thousand eight hundred and 
forty-four, within fifty feet from any building for the 
time being used for any such dangerous bnsineas, is pulled 
down, burnt or destroyed by tempest, such building may 
be rebuilt. 

3. No person shall establish or carry on a dangerous 
business to which this section applies in any building or 
vault, or in the open air, at a less distance than f irty feet 
from any public way, or than fifty feet from any other 




» 
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building or any vacant ground belonging to any person 
other than hie laodlord. 

4. The following bueinesses Bhall be fleemed to be dan- 
gerous busineaeea within the meaniiig of thlB section (that 
is to Bay) : The buainees of the manufacture of matchee, 
ignitahle by friction or otherwise, or of other aubetanoes 
liable to sudden explosion, inflammatioD or ignilion, or of 
turpentine, naphtha, Tamiah, tar, resin or Bninawiok 
black, and any other manai'acture dangerous on account 
of the liability of the materials or substances employed 
therein to cause sudden fire or esploeton. 

119—1. No person shall erect any dwell ing-house 
nearer than fifty feet to a building uBed for any noxioua 
buBineEs to which this section applies. 

2. Provided that where a dwelling-house erected btfore 
the ninth day of August, one thousand eight hundred and 
forty-four, within fifty feet from any building for the 
time being used for any such noxious business, is pulled 
down, burnt or destroyed by tempest, such dwelling-house 
may be rebuilt. 

3. Subject to the provisiona of the next following sec- 
tion, no person shall eatabliah or carry on a noxioua busincas 
to which this section applies in any building or vault, or 
in the open air, at a less distance than forty feet from any 
public way or than fifty feet from any dwelling-housB. 

4. The following busineBses shall be deemed to be 
noxious bueineeses withiu the meaning of this seotion 
(that is to say) : The business of a blood boiler or bone 
boiler, and any other like business which is ofiensive or 
noxious, but nothing in this section shall apply to any of 
the following businesses, namely, the businesses of a soap 
boiler, tallow melter, knacker, fellmonger, tripe boiler and 
slaughterer of cattle and horbes. 

^ 120 — The following provisions shall apply to any I 
noxious business existing before the ninth day of Angust^a 
one thousand eight hundred and forty-four ; — | 

I. If any party charged with carrying on such basinesa I 
show that in carrying on such business all the 1 
means known to be available for mitigating the 
effect of such business have been adopted, then 
it shall be lawful for the petty sessional oourt to 
remit or mitigate the penalty. Provided further. 
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that if it fihall appear to the said coTirt or to the 
court of quarter eesBJons, whether on appeal or 
on trial by jury as hereinafter provided, that 
the person carrying on any snch business shall 
have made due endeavours to carry on the same 
with a view to mitigato so far as possible the 
effects of Buoh business, then, although ho have 
not adopted all or the best means available for 
the purpose, yet it shall be lawful for the conrt 
to suspend the execution of their order, upon con- 
dition that within a reasonable time to be named 
the party convicted do adopt auch other or better 
means as to the court hhall soam fit, or before 
passing final sentence, and without consulting 
the prosecutor, to make such other order touching 
the carrying on of such business as tho court 
shall think fit for preventing the nuisance in 
fature. Provided always, that if the matter come 
before any superior court it shall be lawful for 
such court to exercise such power of mitigating, 
or remitting such penalty, or of suspending 
the execution of any judgment, order or deter- 
mination in the matter, or to make such order 
touching the carrying on of such business as to 
the court shall seem fit : 

2. Any person dissatisfied with the decision of the 

polity sessional court may appeal to the coni't 
of quarter sessions in manner provided by the 
Summary Jurisdiction Acts ; 

3. If before conviction by the petty sessional court the 

person complained against desire to have tho 
matter tried by a jury, and enter into a recogni- 
sance to try such matter without delay, and to 
Ey all costs of trial if a verdict bo found against 
n, then such matter shall be tried at the next 
practicable court of quarter sessions, or whenso- 
ever that court shall appoict, and if that couit 
shall think fit, it shall be lawful for them to 
authorise the jury to view the place in question 
in such manner as they shall direct, and the jury 
shall inquire and try and determine by their ver- 
dict whether tho business in question be offensive 
or noxious, and whether the party in question have 



done any act wherety the penalty imposed by thia I 
Act in. respect thereof has been incurred, and, 
eabjeot to the power hereinbefore conferred of 
mitigating such penalty or suspending their 
judgment, order or determination tliereon, or 
mating sach order touching the carrying on of 
the business, the said court shall give judgment 
according to such verdict, and shall award the 
penalty (if any) incurred by the defendant, and 
shall and may (if they see fit) award to either of 
the parties such costs as they may deem reason- 
able, which verdict, and the judgment, award, 
order or determination thereon shall be binding 
and conclusive. 

X21 — The proviaiona of thia Part of thia Act relating to 
dangerous and noxious buaiuesses shall not apply to any 
public gaaworks nor to any premises UBed for the purpose 
of distillation or the rectification of spirits under th( 
survey of the Commissioners of Inland Bevenue 
ofQcers. 

Part XI. 
DWELLING-HOUSES ON LOW-LYING LAND. 

122 — It shall not be lawful for any person upon land 
of which the surface is below the level of Trinity high- 
water mark, and which is so situate as not to admit of 
being drained by gravitation into an existing sewer of the 
Council, to erect any building to be used wholly or in. 
part as a dweliing-house, or to adapt any building to be 
used wholly or in part as a dwelling-house, except with 
the permission of the Council, and subject to and in 
accordance with such regulations as the Council may Irom 
time to time preacrihe with reference to the erection at 
buildings on such land : 

And the Council may by such regulations (aubjeot to 
appeal as hereinafter provided) — 

(i.) Prohibit the erection of dwelling-Louses, or the 
adaptation of any buildings for use as dwelling- 
houses, on euch land or any defined area or areaa 
of such land ; 
(ii.) Eegulate the erection of dwelling-houses, 

adaptation of buildings for use as dwelling-house^ 
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on BDch laud or any defined area or areas of such 

land; 

(iii.) Prescribe the level at which the under side of the 

lowest flc>or of any permitted building shall bo 

placed on aiich land, or any defined area or areas 

of such land, and as to the provision to be made 

and maintained by the owner for Bccuring efS- 

cient and proper drainage of the bnildicga, eitlier 

directly or by means of a local sewer into a main 

sewer of the Council : 

Any person seeking to erect any dwelUng-houae, or any 

building, any pait of which is to be used aa a dwelling- 

houae, or to adapt any building or any part of a building 

for use aa a dwelling-honae, on any of such land, shall 

make application to the Council for a licence to erect the 

same, and the matter shall thereupon be referred to the 

' chief engineer of the Conncil, who shall decide whether, 

' and if so upon what conditions, such erection or adaptation 

may be permitted, and any auch decision shall be given 

ty the said engineer by a certificate in writing under his 

hand. Any person objecting to the refusal of the Council 

to permit on such land, or any defined area or areas of saoh 

land, the erection of any dwelling-house, or the adaptation 

for use as a dwelling-house, of any building, or to any 

Tegulation made by the Council under this Part of this 

Act, or to any decision of the said engineer, or as to the 

.ableneas of any requirement or condition made by 

liim, may appeal to the tribunal of appeal. 

123 — The Council may, with the concurrence of the Vmn 
trjbanal of appeal, from time to time make regulations ™jj|f„ 
presuribing the procedure to be followed by persons 
making applications under this Part of this Act. 

124^1- Eegulationa made by the Council under this pubiku 
Part of this Act shall have no force until a copy thereof '"^ ^' 
jshall have been published in tbe ' London Gazette,' and it 
shall be the duty of the Council to give notice of every 
such regulntion by publishing a copy thereof in two or 
tuore London daily newspapers, and if there be a local 
newspaper circulating in the pariah or district to which 
such regulation applies, then alao in such local new.s(.iiper. 
Printed copies of every regulation from timo t'l time 
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is force imder this Part of this Act sliall be kept at tl 
county hall, anil shall be sujiplied free of charge to a 
psraon conceraod who may apply for the same. 

Part XII. 

SKY SIGNS. 

125 — In tliia Part of this Acttbeexpreesion "sky sign 
means any word, letter, model, Bign, device or representa- 
tion, in the nature of an advertisement, announcement or 
direction, supported on or attached to any post, pole, 
standard, framework or other support, ■wholly or in part 
upon, over or above any building or structure, which, or 
any part of which sky sign, fihall be visible against the 
sky from any point in any street or public way, and in- 
cludes all and every part of any such post, pole, standard, 
framework or other support. The expression " sky sign " 
shall also include any balloon, parachute or similar device, 
employed wholly or in part for the purposes of any adver- 
tisement or announcement on, over or above any building, 
structure or erection of any kind, or on or over any street 
or public way, but Khali not be deemed to include — 

(i.) Any flagstaff, polo, vane or weathercock, unless 
adapted or used wholly or in part for the purpuses 
of any advertisement or annonncement j 
(ii.) Any sign on any board, frame or other contrivance 
securely fixed to or on the top of the wall or 
parapet of any building, on the cornice or block- 
ing course of any wall, or to the ridge of a roof» 
provided that such board, frame or other con- 
trivance be of one continuous face and not open 
work, and do not extend in height more than 
three feet above any part of the wall or parapet 
or ridge to, against or on which it is fixed or 
supported ; or 
(iiL) Any such word, letter, model, sign, device or repre- 
sentation as aforesaid which relates exclusively 
to the business of a railway company, and which 
is placed or may be placed wholly upon or over 
any railway, railway station, yard, platform ot 
station approach, or premises belonging to ft 
railway company, and which is also bo plaoed 
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tliat it could not fall into any street or publi 
place. 



Lblio ■ 



126 — For the purpose of giving effect to tbe provisii 
of this Part of this Act, the district eurvejor of each die- « 
trict acting under this Act shall inspect and survey sky , 
signs in hia district, and report from time to time to the [ 
Council. 

The eipresaion " the siii-veyor" in this Part of this Act 
moans the district surveyor so acting within hia district. 

127 — From and after the commencement of this Act it ProhLbnioa 
shall be unlawful to erect any sky sign as defined in this ^y"('[i[^. 
Act. 

128 — From and after the commencement of this Act it Rpgniaiion 
shall be unlawful to retain any hky sign as defined in this j^'ji^B* 
Act which previously to the piisaing of this Act shall have 
I been erected, except in pursuance of and in accordance ■ 

H with the terms of a license granted or renewed before the J 

^B passing of this Act by the Council, or by the CommissionerB H 

^r of Sewers as the case may be, under the provisions of the ^ 

London Sky Signs Act, 1891, as amended by section 17 of 
the London CtFunty Council (General Powers) Act, 1893, 
or renewed after the passing of this Act as horeinaiter 
provided. 

129 — I- A license granted under the provisions of the nerxwi,! nf 
London Sky Signs Act, 1891, and renewed under the same ^^"""f^- 
Act, may, on the expiration of the period for which such 
renewal was granted, be renewed for one further period of 
two years, but not longer. 

2. A license granted under the provisions of the London 

Sky Signs Act, 1891, asamended by section 17 of the London 

County Council (General Powers) Act, 1993, after the 

twenty-fourth day of August, one thousand eight hundred 

and ninety-three, may be renewed from the expiration of 

a period of two years from the date of issue of such license 

for a further period of two years, and, on the expiration 

of that period, for one other period of two years, making, 

with the original term of the license, six years in all, but 

not longer. 

1 3. Every person desirous of obtaining a renewal of a 

I lioenKe to retain a sky sign for any such period as afore- 

' '., may make application to the surveyor for an iuapeo- 
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tion and survey of bucL sky sign, and such applicj.tion 1 
shall be dealt with aa hereinafter provided ; and any peraon 1 
who shall have ohtaintd a ccirtificate from the surveyor, I 
after any suoh inspection and survey in accoi'dance with 
the proviKions hereinafter contained, may at any time 
within fourteen daya from the icsue thereof forward the 
same to ihe Council, with an application for a licenso from 
the Council to retain, the same sky sign, and every snoh 
application for a license shall he accompanied by a fee of 
five shillings, which shall he paid to the Council for and 
in respect of the registration of the license ; and the , 
Council shall thereupon grant to such person a license for * 
the retention of such sky sign for a period of two years 1 
from the date of the issue of auoh license. 

4, EveTy such application to the surveyor for the i 
spectiou and survey of a sky sign shall be accompanied 
by a payment of two guineas to such surveyor, which 
shall he hia fee for the inspection and survey and for the 
grant or refusal of the certificate, as the case may be, and 
it shall not he lawful for the surveyor to demand or receive 
any further fee or payment in respect thereof. 

5. The surveyor shall either grant a certificate that i 
his opinion the sky sign is so placed, constructed and 
supported as not to be likely to involve danger to the 
public, or he shall refuse to grant such certificate, in which 
case he shall state the grouods of such refusal, and suoh i 
certificate or refusal shall be in the form set out in ihia ^ 
section, with such modifications, if any, as the c 
stances may require:^ 

Form of Certifieate. 
liOSDON BuiLDiNQ Act, 1894. 
Dulriai of 

Whereas A.B., of , has made application to 

me, pursuant to the London Building Act, 1894, to inspect 
and survey a aky sign erected at , I hereby 

certify that I have inspected and surveyed the same, and 
in my opinion the said sky sign may be retitined aa now 
conBtruot«d for two years from the date hereof withoa( 
being likely to cause danger to the public. 
Dated this day of , 189 . 

(Signed) aO. 

Surveyor. I 
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fww ofltefusal of Certijicale. 

London BuiLDras Act, 1894. 

DUlrkt of 

'Whereas A.B., of , has made application. 

to me, pursuant to tte Londoa Building Act, 1894, to 

inepect and survey a sky sign erected at , I 

hereby certify that I have inspected and surveyed the 

same, and I refuse to certify that the said sky sign ia so 

constructed as not to be likely to cause danger to the piiblio 

for the following reasons — 

Dated this day of , 189 . 

(Signed) O.D. 

X30 — !■• Where the surveyor refuses to grant a certifi- j 
cate applied for under this Act the applicant may, if he ' 
think fit and can lawfully do BO, execute such repairs to b 
or alterations in or modifications of the sky sign us shall ^ 
meet the objections thereto as stated in the form of refusal, 
and may thereupon make a further application to the sur- 
veyor to inspect and survey the sky sign, 

2. If the surveyor on re-inspection and re-survey be of 
opinion that the sky sign has been so repaired, altered or 
modified that it ia not likely to involve danger to the 
public, he shall grant a certificate under this Act with 
respect to such sky sign, and an. application for license 
thereof may be made as in this Act provided. 

3. Every such application to the surveyor to re-inspect 
and re-survey a sky sign, and for a certificate in respect 
thereof, shall he accompanied by a payment of one guinea 
to such surveyor, which shall be his fee for such re-in- 
spection and re-survey, and for the grant or refusal of a 
certificate thereupon as the case may be, and it shall not 
be lawful for the surveyor to demand or receive any 
further fee or payment in respect thereof. 

131 — Where the surveyor refuses to grant a certificate k 
applied for under this Act, it shall be the duty of the but- " 
veyor forthwith to forward a copy of his refusal to the i 

CoQQCil, 
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132 — WLerQ the surveyor refuBoa to grant a certificate 
uncler tLia Act it ehall be lawful for the applicant, at any 
time within fourteen days after the date of auch refuaal, 
to make application to the tribunal of appeal by way 
of ap{ieal against such refusal, and auch appeal ahall be 
accompanied by a copy of the form of refusal by the sur- 
veyor. 

133^ — In any of tha following eases a license under this 
Act shall become void, viz, : — 

- (i.) If any addition to any sky sign be made except for 
the purpose of making it secure under the direc- 
tion of the surveyor ; 

(ii.) If any change be luade in the sky sign or any part 
thereof; 

(iii.) If the sky sign or any part thereof fall either 
through accident, decay or any other cause ; 

(iv.) If any addition or alteration be made to or in the 
house, building or structure, on, over or to which 
any sky aign is placed or attached, if snch addi- 
tion or alteration involves the disturbance of the 
sky sign or any part thereof; 

(v.) If the house, building or structure, over, on or to 
which the sky sign is placed or attached, become 
unoccupied or be demolished or destroyed. 

134— Ifi'iiy sky sign be erected or retained contrary 
to the provisions of this Act, or after the license for the 
maintenance or retention thereof for any period shall have 
become void, it shall be lawful for the Council to take pro- 
ceedings for the taking down and removal of the sky sign 
in the same manner in all reapects as if it were a struc- 
ture certified to be in a dangerous state under Part IX. 
of this Act, except that the provisions of the said Part 
with respect to arbitration ahall not apply, and it shall be 
lawful for the Council or any officers, servants or work- 
men appointed by them for tbat purpose (after obtaining 
the order of a petty sessional cuurt for the taking down "* 
the aky sign, and after the expiration of the period ( 
any) fixed by such order for taking down the same) 1 
enter upon the land, building or premises, " 
■which the sky sign is erected, and to take 
remove the aky aign, and to execute and dd^ 
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which may lie necessary for that purpoae, and for leaving 
any building to which the same was attached in a cundi- 
tiou of safety ; and all tiie expenses of aod incidental to 
any such work shall be repaid and be recoverable afi 
though the same were a penalty imposed by this Act. 

For the purpose of any snob proceeding the es])rosaion 
" the owner" in the said Part of this Act st " '' 

occupier of the house, building or strncture on or to which 
the Bky sign is erected or attached, or if the house, 
building or atructnre is unoccupied then the persun who 
would be the owner tbeieof within the meaning of this 
Act. 

135 — As regards the Cify, this Part of this Act shall be Aj<pttai 
read and have effect as if the CommiBsionerB of Sewers "J'^lJ'' 
were named therein instead of the Council, and all costs niibi 
and expenses of such Coramissioners in the execution of '''''^■ 

I this Part of this Act shall he paid out of their oonsuli- 
idated rate as pttrt of the expenses of such Commiiisi oners. 
Part XIII. 
BUPEEINTENDING ARCHITECT AND DISTRICT 
f 8DRVEY0ES. 

136 — I- The Council may, for the purpose of aiding in pnw( 
the execution of this Act, appoint some fit person to be ^UJ 
called " the superintending architect of metropolitan supei 
buildings," together with such number of clerks as they ant\ 
think fit. 

2. Such architect aud clerks shall be removable bj' the 
Council, and perforin such dntiea as the Council direct, 

3. The superintending architect shall not practise as an 
architect, or follow any other occupation. 

i. There shall be paid to the superintending architect 
and clerks such salaries as the Council may direct. 

5. Subject to tlie foregoing provisions of this section, 
ihe person who at the commencement of this Act is the 
superintending architect of laetTopolitan buildings shall 
continue to be the superintending architect under this 
Act. 

137 — If tte superintending architect ia prevented 1 
illnesB, infirmity or any otlier unavoidable cause fi:< 
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attending to the duties of bis of&ce he may, with the 
conseBt of the Council, appoint some other peraon as hie 
deputy to perform all his duties for tmoh time as he may 
be temporarily prevented from executing Ihem. 

138 — Subject to the provisions of this Aet and to the 
exemptions in this Act meDtioned, every building or 
structure, and every work done to, in or upon any building 
or structure, and all matters relating ti the width and 
direction of streets, the general lino of buildings in 
Btreets, the provision of open spaces aljout buildingB, and 
the height of buildings, shall be subject to the supervision 
of the district surveyor appointed to the district in which 
the building or structure Is situate. 

139 — 1- The Council shall have the following powera 
' with regard to the district survej'ora and their districts 
. (that is to say) : — ■ 

(a) They may alter the limits of the district of any 
district surveyor, or unite any two or more such, 
districts, and place any guch altered district 
under the euperviBioii of any district surveyor, 
and do all such matters and things as are neces- 
sary for carrying into effect the power hereby 

(6) They may dismiss or suspend any district surveyor, 
and in case of any suspension or during any 
Taoancy may appoint a temporary substitute, 
provided that their dismissal of a district sur- 
veyor who held such office before the fourteenth 
day of August, one thousand eight hundred and 
fifty-five, shall be subject to the consent of a 
Secretary of State ; 

(c) On a vacancy occurring in the office of a district 

surveyor they may appoint another qualified 
person in his place ; 

(d) They may pay such amount of compensation as 

they think fit, or as in case of disagreement 
shall be determined by the tribunal of appeal, 
to any district surveyor who ia deprived of his 
office in pursuance of the power hereby gives ii 
of altering the limits of districts. 
2. Subject to the foregoing provisions of this b 



the districts esistiog at the commenoemeut of this Act 
shall conrinue to be districts for the purposes of this Act, 
and the ai-veral persons who at the commencement of this 
Act are district surveyors shall oontiaue to ba district 
surveyors under this Act. 

140 — The Eoya! Institute of Britiwli Architects may I 
cause to beeKamined, by such persons and in such manner ^ 
as they think fit, all candidates presenting theniselvea for > 
the purpose of being examined as to their competency to 
perform the duties of district surveyor, and shall grant 
certificates of competency to the candidates found de- 
serving of the same ; and a person who has not already 
filled the office of district surveyor shall not be qualified 
to be appointed to that office unless he has received a 
certificate of competency from the said institute, or has 
been examined in such other manner as the Council may 
direct and been found competent in such examination. 

141 — Every district surveyor shall have and maintain f 
an office at liis own expense in such part; of his district as ^ 
may be approved by the Council, and the Council shall 
forthwith communicate to the local authority any change 
in the office of such district surveyor. 

142 — If any district surveyor is prevented by illness, i 
infirmity or any other unavoidable circumstances from J 
attending to the duties of his office he may, with the < 
consent of the Council, appoint some other person as his 
deputy to perform all his duties for such time as he may 
be prevented from executing them. 

143— Where it appears to the Council that, on account !'<""■ -_ 
of the presBure of business in any district, or on any other mS^im*! 
account, the surveyor of that district cannot discharge hia ' 
duties promptly and efficiently, the Council may direct 
any other district surveyor to assist the surveyor of that 
district in the performance of his duties, or appoint some 
other person to give such assistance, and the assistant 
shall be entitled to receive ail fees payable in respect of 
the services porfoimed by him. 

144— If tmy building or structure be fexeicrate.i o^ so^ 
work done to, in or apou any building oi: sticM.«VOLt« \f3 *; 
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««*• imdcr under the superintendence of any dtatrict anrreyor, acting 
ffsAiini professionally or on his own private account, that burvejor 
J^^ shall not eurrey such buildiDg or structure for the piii> 
poBe of this Act, or act as district surveyor in respect 
therenf or in any iiiattfr connected therewith, but it 
Bhall be hie duty to give notice to the Comicil, who shall 
then appoint some other district anrreyor to act in respeot j 
of the matter. ^H 

''■^"10'°'* 145— Ib the following cases and at the following tlmea | 
tirwjorbj (that IS k) Say) : — 

imiidei. ^a^ Where a bnilJing or stmotnre or work is about to 

be begun, Ihcu two clear days before it is begun ; 

and 

(6) Where a building or stnictnre or work is after the 

commenoement thereof suspended for any period 

eiceeding three mimths, then two clear days 

before it is resonieJ ; and 

(c) AVhere during the progress of a building or stme- 

ture or work the hnilder employed thereon is 

changed, then two clear days before a new 

builder enters npon the continuance thereof; 

the builder or other person causing or directing the work 

to be executed shall serve on the district snrveyor a 

building notice nepecting the building or strncture or 

■work. Every building notice shall state the situation, 

area, height. Dumber of storeys and intended use of the 

building or sti-ucture, and the number of buildings or 

struotures if more than one, anil ihe particular.s of the 

proposed work, and the name and address of the persou 

giving the notice and those of the owner then in poaees- 

eion of and the occupier of the building or structure, or of 

its site or intended site. All works in progress at the 

same time to, in or on the same building or stiucture may 

be included in one building notice. 

Borvtyor 146 — Eveiy district surveyor shall, upon the receipt of 

MraUM ■ *^y such notice as aforesaid, and also upon any work 
or Act. heing observed by or made known to him which is 

affected by the provisions of this Act or byelaws made 
thereunder, but in respect of which no notSce has been 
given, and also from time to time during the progress of 
any work affected by such pi-ovisions and byolaws, e^ 
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a as may be neceaaary for securing the due o^iservance 
of such proviaiona and byelawa, survey any building or 
work hereby placed under liia aupervision and cause all 
Bucb proviaionfl and byeUwa to be duly observed. 

147- — Every notice served in pursuanoe of this Act NoUmio 
shall be deemed in any question relative to any building, fn^n^" 
struotui-o or work to be printd foAe evidence as against "u'lts- 
tho builder of the nature of the building, structure or 
work proposed to be built or done. 

148 — 1- The diatiiet surveyor of any district at all Powerof 
reasonable times during the progress and during fourteen ™||^5° 
days next after the completion of any building, structure bniSingi 
or work in such district affected by any of the provisions 
of this Act, or by any byelaws made thereunder, or by any 
terms or conditions on which the observance of any such 
proviaioDM or byelaws may have been dispensed with, may 
enter and inspect such building, structure or work. 

2. The district surveyor may, for the purpose of ascer- 
taining wiiether any buildings erected in those premises 
are in such a situation or possess snoh character! sties as 
are required in order to exempt them from the operation 
of this Purt of this Act, at all reasonable times and after 
reasonable notice enter any premises except buildings 
exempt from the operations of Parts VI. and VII. of this 
Act, and he may do therein all such things as are reason- 
ably necessary for the above purpose. 

149 — Where by reason of any emergency any act or i 
work is required to be done immediately or before notice ^rtsToTe 
can be given as aforesaid, snch act or work may be done eomniencBi 
on condition that befoi-e the expiration of twenty-four noii» 
hours after it has been begun notice thereof is served ou 
the district surveyor. 

160 — Where it appears from the building notice served iatowrvu 
on the district surveyor under this Act that it is proposed oEJecti"''' 
to erect any building or structure or to do any work to, in on buiidot 
or upon any building which will be in contravention of V-^ati. "^ 
this Aot, or that anything required by this Act is pro- 
posed to be omitted, the district surveyor shall serve upon 
the builder or building owner a notice of objection to such 
proposed erection, and in the event of the builder or the 
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building owner bein); disBatiefied with ihe decision of tbs 
surveyor, he may within fourteen days of the diite of the 
notice of objection appeal to a petty BeBHioual court, who 
may make an ordt^r either affirming the objeotion or 
otherwise. 

151 — 111 any of the following eases (that is to say) : — 
(o) Where in erecting any bailding or etructure ot in 
doiag any work to, in or upwi any building- 
anything la done in contravention of this Act, or 
anything req_uireil by thia Act is omitted to bo 
done; or 
(6) Where the district snrveyor on Bnrreyii _ 

specting any building or work in respect of 
w^hich notice baa not been served as reqnired by 
this Part of thia Act, finds that the same ia so far 
adTaoced that he cannot ascertain whether any- 
thing has been done in contraTention of this 
Act, or whether anything reqnired by this Act 
has been omitted to be done ; 
the district surveyor sbaJl serve on the bttilder ong 
in erecting snch bnilding or Btrnctare or in doing 
work a notice (hereinafier referred to sa a notice of 
gularity) reiniring him within forty-eight honra froi 
the date of the notice to cause anything done in contra- 
vention of this Act to be amended, or to do anytbini 
required to be done by this Act which has been omittei 
to be done, or to canse so niaoh of any bnilding, BtTQcture 
or work as prevents such district surveyor from asoer- 
taining wheiher anything has been done or omitted to bo 
done as afoiesaid, to be to a eufflcitnt extent cut inl 
laid open or pulled down. 

152 — l- I'l ordef to provide for the service of a notioe 
of irregularity after and notwithstanding that the build- 
ing or strncture has ceased to be in charge of or under 
the control of the builder, the following provisions shall 
have effect :— 

(a) If notice in writing shall have been served upon 
the district surveyor by the bnilder or owner of 
the date at which auch building has oeased to bs 
in the charge of or under the control of th« 
builder, then at any time before the expimtioq 
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of fourteen days after tbe service of such notice ^H 

a notice of inegularity may, if the district sur- ^H 

veyor tliink fit, be served on the owner or occa- ^H 

pier of the building or Btructiire, or other, tlie ^H 

person cansing or directing, or who has caused or ^H 

directed the work iustead of or in addition to ^H 

the builder (if any) ; ^H 

(6) Where no snob notice shall have been served upon ^H 

the district surveyor a notice of irregularity ^H 

may, at any time witbin twenty-one days after ^H 

completion of the building or structure, be served ^H 

on the owner or occupier of the bniiding or ^H 

Bfmcture, or other, the person causing or direct- ^H 

ing, or who has caused or directed the work ^H 

instead of or in addition to the builder ("if any). ^H 

2. When the owner of the buiMin^ or structuTe does ^H 
not allow the builder to comply with the requisition of a ^H 
notice of irregularity served on the builder, and the ^H 
bailder serves notice on the district surveyor to that effect, ^H 
a notice of irregularity may, at any time within fourteen ^H 
daya after service of the notice by the builder on the ^H 
district surveyor, be served on tbe owner or occupier of ^H 
the building or structure, or other, the pei-son causing or ^^ 
directing or who has caused or directed the work instead ^H 
of or in addition to the builder (if any). ^H 

3. When a notice of irregularity is served under this ^| 
section the provision?! of this Act a-< to the consequences ^H 
of such a notice, so far as they relate to the builder, shall ^H 
apply to the owner, occupier or other person served. ^ 

i. Nothing in this section shall prejudice any remedy 
of an owner, occupier or other person against the builder. 

163—1- If tbe person on whom the notice of irregu- summsir 

larity is served make default in complying with that ^^^ 

notice within the period named theroiu, a potty sessional cohpUhio 

court, on complaint made in a euinmary manner, aa pro- '''""'°*'° 
vided by the Summary Juriadictiun Acts, by the district 
surveyor, may make an order on such person requiring 
bim to comply with the notice or with any requisitions 
therein which may, in the opinion of the court, be autho- 
rised by this Act within a lime to be named in the order. 

2. If the order be not complied with the Council may, 
if they think fit, after giving seven days' notice to such 






person, enter with a BufEcient number of workmen upra 
the premiaea and do all BUcli things ae may be neceasai^ 
for enforcing the requiaitiona of the notice and for bring-J 
inp any bnilding or ■work into conforoiity with the pro--! 
■riBions of this Act, and all expenses incurred by the.fl 
Council in bo doing may be recovered in a summary wa,yiH 
eithtir from the peraon on whom the order was made t^f 
fi'om the owner of the jiremisea. 

154 — 1- There sball be paid by the builder, or i 
default by the owner or occupier, as the oaae may be, of 
the building or structure in respeot whereof the same are 
chargeable to every district surveyor in respect of the 
several matters mentioned in FurtB I. anct III. of the 
Ihiid Schedule to this Act, the feea therein apeoified or 
Buoh other feea not esceeding the amounts therein specified I 
aa may be directed by the Council. I 

2. If in consequence of any reduction being made 'by: 1 
the Council in the amount of the said fees the income ofM 
any existing district surveyor is diminished, the CounoU: fl 
shall grant to him compenSiition in respect of aaolfcf 
diminution. 

155 — The Council shall pay to the diistrict survey 
such fees as the Council shall from time to time deteriuii 
in respect of any i-ervice required to be performed by the 
district surveyor iu relation to the formation or laying 
out of streets, lines of building frontage and any like 
service which the district surveyor may be required to 
perform under this Act. 

156 "The Council shall pay to the district 8urvey< 
such fees as may be from time to time appointed by 
tribunal of appeal in respect of any work done by 
district surveyor iu relation to the preparation of evidenoB' 
and giving the same before the tribunal of appeal. 

, 167 — !■ -A-t the expiration of the following jwrioda (that 
is to say) : — 

(o) Of fomteen days after the roof of any building sur- 
veyed by a district surveyor under thia Act has 
been covered in ; and 
(t) Of fourteen days after the completion of any work 
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by this Act placed under the 
tlistiict surveyor ; and 
(c) Of t'uurteen days after any special service in respect 
of a,ay building, strnctnre or land bas been per- 
formed by a distiiot surveyor; 
Ihe district survejor ahall be entitled to receive flie fees 
due to him from the builder employed in erecting such 
building or structure, or in doing such work, or in doing 
any matter in respect of whieh any special service has 
been performed by the surveyor, or from the owner or 
occupier of the building or structure so erectad, or in 
respect of which snoh work has been doiie or service per- 
formed, or of the land in, upon or in respect of which such 
work has been done or service performed. 

2. If any such builder, owner or occupier refuses to pay 
the said fees they may be recovered in a summary manner 
on its being shown to the satisfaction of the court that a 
proper bill specifying the amount of the fees was de- 
livered to him or sent to him in a registered letter 
addressed to his last known residence. 

158 — 1. The Council may at any time, by order, cause ' 
Bach fixed salaiy as they may determine to be paid to any j 
district surveyor by way of remuneration instead of fees, ' 
80 that the amount of such remuneration be not less than 
the amount of the average of the fees for the last seven 
completed years preceding snob determination, and there- 
upon the fees which would havo been payable to such 
district curveyor in purHUanee of this Act shall be paid to 
the Council and carried to the credit of the county fund. 

2. The Council may at any time provide either wholly 
or partially for the payment of salaries to the district 
surveyors, or to any of them, out of the county fund, and 
may thereupon abolish or reduce any fees by this Act 
made payable to the district surveyors. 

159 — The Council may in any case, where they shall 
think lit so to do, undertake on behalf of a district sur- 
veyor any proceedings which would otherwise be under- 
taken by such distiict surveyor, or may pay the coats 
incurred by any district surveyor in any proceedings 
taken by him under this Act, 
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IflO — Every district siirvejor shall, witiiin aaven d&ys 
after the first day of every month, make a return to the 
Council, in such manner ae they may appoint, of all 
niitices and complaints received by him relative to the 
businefie of his district, and the results thereof and of aU-_ 
matters brought by hiiu before any petty sefisional court, I 
and of all the several works supervised and special service^ J 
performed by him in the cxei'cise of his office within th^I 
previipus month, and of all fees charged or received IB' I 
respect theieof, and shall specify in such return thsl 
description and locality of every building which has been 1 
bnilt, rebuilt, enlarged or altered, or on which any work 1 
has been done under his supervision, with the particular 1 
nature of every work in respect of which any fee baa ' 
charged or received. 

I 161 — Every such return shall be signed by the district. J 
Btii"veyiir, and shall be deemed to be a certificate that all f 
the works enumerated therein as completed have bee& I 
done in all respects in accordance with this Act to thQJ 
best of hie knowledge and belief, and that they have b 
duly surveyed by him. 

162 — The eupeiintending architect, or eui'h other officer 
as the Council appoint, shall examine the monthly returns 
of the district surveyors, am! if any fees therein specified 
appear to him to be unauthorised by this Act, or to exceed 
in amount the fees so authorised, or if any such aocouat 
appears to he in any respect fraudulent or incorrect, ho 
shall make his report in writing to that effect to the 
Council, who shall thereupon take such steps in thft, 
matter as they deem expedient. 

163 — Every district surveyor shall forthwith notify to. 
the Council any actual or probable eontravtntion of the 
provisions of this Act in relation to any matter or thing 
' with which it is not within his competency to deal, of 
which notice or information has been given to him or 
which ho has discovered. 
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BYELAW3. 

X64 — J' Subject to the provisions of tliia Act the Poi 
Coimoil may make such byelawa, not repugnant or con- ^^ 
trary to the priivisiona of this Act, ae they may think ny 
espedient for the better carrying into effect the objectB 
and powers of this Act with respect to the following, 
tiers (that is to say) ; — 
The regulation of the plans, level, width, surface and 
inclination of now streets, and for regulating tho 
plana and level of sites for new buildings ; 
The forma of notice and other documents to be used 
for the purposes of this Act and other like 
matters of procedure ; 
Foundations and sites of buildings and other ereo- 

The mode in which and the materials ■with which 
such foundations and sites are to be made, 
excavated, filled up, prepared and completed for 
securing stability and for puvpoaes of health ; 

The thickness and the dcBoription and quality of the 
Bubatanoea of which walls may be constructed for 
securing stability, tho prevention of firos and 
for parposea of health ; 

The dimensions of wooden bresaummers ; 

The dimensions of joists of floors ; 

The protection of ironwork used in the construction 
of buildings from the action of fire ; 

Woodwork in eitemal walls ; 

The description and quality of the substances of 
which plastering may be made ; 

The mode in which, and the materials with which, 
any excavation made within a line drawn outside 
the estemal walla of a house, building or other 
erection, and at a uniform distance therefrom of 
three feet, shall be filled up ; 

The regulation of lampa, signs or other structurea 
overhanging the public way not being within 
the Cit J' ; 

Provided that any suoh byelawa as to the r^ 
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lation of lamps, eigns and other overhanging ] 
structures shall bo administered by the loou I 
anthority; 1 

The meaiiB of escape from fire in buildings exceeding I 
sixty feet in height ; I 

The duties of dieti-ict surveyors in relation to any I 
bjefawB made in pursuance of this section ; I 

The dapoait with district surveyors of any plans of I 
buildings submitted for their certificate; | 

The regulatiuDB of the amounts of the tees to be paid 
to district surveyors in respect of their duties ' 
under any such byelaws ; ! 

The imposition for every offence committed against 
any byelaws made under this Act of a penalty 
not eioeeding five pounds, and a daily penalty 
not exoeoding two pounds for every day during 
which such offenoe continues after conviction. 
Such penalties to be recovered by summary pro- 
ceedings. I 

2. The Council may provide by any byelaw that in any 
ie in which the Council think it expedient they may 

dispense with the observance of any byelaw made under 
this section on such terms and conditions (if any) as they 
think proper. 

3. No byelaw shall have any force or effect unless or 
until it shall have been submitted to and confirmed at a 
meeting of the Council subseiiuent to that at which the 
byelaw shall have been made, nor shall any byelaw have 
any force or effect until the same shall have been allowed 
by the Local Government Board. 

4. Not less than two months before applying to the 
Local Government Board for the allowance of any suoh 
byelaws, the Council shall give notice of their intended 
application by adverti»-oment in the London Gazette, and 
otherwise as the Local Government Board shall direct, 
and the Oounoil shall send a copy of the proposed bye- 
laws as approved by them to the local authority, the 
EccIeBiastioftl Oommisuloners, the Royal Institute of British 
Architects, the Surveyors' Institution, the London Chamber 
of Commerce (Incorporated) and to the Institute of Buil* 
ders, and to such other societies and persons as the Local 
Government Board ma^- 'freot, and for one month at least | 
liefoie any such applic fci a copy of the proposed bye- I 
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laws sLall be kept at the county hall and shall be open 
during office hoars-thereat to inepection without charge. 

6. All byelaws made and confirmed and allowed as 
aforesaid in pursuance of this Act shall be published in 
the London Gazette, and printed and hung up at the 
county hall and be open to public inspection without pay- 
ment, and copies thereof shall be delivered to any person 
applying for the same on payment of such sum, not exceed- 
ing two pence, aa the Couni;il shall direct, and such bye- 
laws when BO published shall come into operation upon a 
date to be fixed by the Local Govemaient Board in allow- 
ing the byelaws, and the production of a printed copy of 
such byelawB, aulhentioated by the seal of the Council, 
■ shall be evidence of the existenoe and of the dne making, 
allowance and publication of Buoh byelawa in all proseca- 
tiona or otherprooeedings under the same without adducing 
proof of such seal or of the fact of snch making, confirma- 
tion, allowance or pubUcatiun of Buch byelaws. 

165^-^0 byelaw in respect of any matter from which Si 
the City is exempted by this Act or by any Act hereby jj 
repealed shall have any force or eifect within the City. 

Part XV. 

LEGAL PEOCEEDINGS. 

168— -All offences, penalties, costs and expenses under a 
this Act, or any byciaw made under this Act directed to 
be prosecuted or recovered in a Mnmmary manner, or the 
prosecution or recovery of which is not otherwise pro- \ 
Tided for, may be prosecuted and recovered in manner 
directed by the Summary Jurisdiotion Acts. 

167 — Any proceedings taken by a district surveyor may ' 
be continued by his duly apjjointed deputy or succBasor in 
the office. 

168 — Where jurisdiction is by this Act given to a i 
county court, that court may settle the time and manner f 
of executing any work or of doing any other thing, and c 
may put the parties to the case upon such terms as 
respects the execution of the work aa the court thinks 
fit: 
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Provided that any person stall have the same right c 
appeal from any decision of a ooBnty court in any matter'^ 
in which jnrisdiction is given to such conrt by this Act as 
he would have under the County Courts Act, J888, from 
any decision of such court in any matter, 

1G9 — Notwithstanding anything in any other Act one- 
half of all penalties recovered by the Council under this 
Act shall lie paid to the Council. Provided that it shall 
hB lawful for any court by whom any penalty is imposed 
under this Act to direct that the whole or part thereof J 
shall be applied in or towards payment of the costs of thsl 
proceedings. 

170 — Where any person has heen eonvioted of aist 
offence against any of the provisions of any Part of this. 
Act, or any byelaw made thereunder, by constructing, ' 
erecting, adapiing, extending, raising, altering, unitjn[_ 
or separiiting any building or structure, or any part oj 
any huilding or structure, in contravention of any pro- 
visions of any Part of this Act, it shall be lawful for the 
Council, after giving fourteen days' notice to such person, 
to bring such building or structure into comfornilty with 
the said provisions, and after default shall have heen 
made in complying with such notice, and notwith- 
standing the imposition and recovery of any penally, 
to cause complaint thereof to be made before a pettyi 
sessional court, who may thereupon issue a summonsi 
requiring the person making such default as aforesaid to 
appear to answer such complaint, and if the said 
complaiDt is proved to the satisfaction of the court, the 
court may make an order in wilting authorising the 
Council, and it shall thereupon he lawful fur the Oouncil 
to enter upon such huilding or structure with a suffi. 
cient number of workmen and to demolish or alter 
building or structure, or any part thereof, so far as the 
same shall have been adjudged to be in contravention 
this Act, or any byelaw under this Act, and to do what 
ever other acts may he necessary for such purpose, ani 
to remove the materials to some convenient place, and h 
in their discretion they think fit, sell the same in audi 
manner as thoy may think fit, and all espenses incurred 
by the Council in demolishing or altering such building 
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TO" strttcture, or any part thereof, and in doing sucli other 
acts as aforesaid, or the balance of such espenBes, after 
deducting the prooeede of sale of the aforesaid materials 
(if the Conncil thinks fit to sell the same), may be 
recovered from the person committing the offence afore- 
said iu a Bnmmary manner. 

If the proceeds of such sale shall be more than sufScient 
to defray such expenses the Council shall restore the 
finrplns of such proceeds, after deducting the amount of 
all auch espenaeB, to the owner of the building or structure 
on demand, 

171 — The powers conferred by this Fart of this Act PmcfduH 
upon the Council with respect to any building or nnt^Jitjo 
fitructure, in case anch building or stracture has been 'JJfj^'''^ 
erected, extended or raised contrary to the provisions of id'anw ' 
this Act beyond the general line of buildings in the street, s^'"' "i 
place or row of houses in which the same is situate, shall 
extend and apply to and may be exercised by the local 
authority in like manner as by the Council. 

172 — Where by any provision of this Act any snrplus Ptjimiii 
of tiie proceeds of the sale of any building, structure or p^|J^s°| 
rnaterials ia made payable to any owner thereof^ and no ^a"- 
demand is made by any person entitled thereto within 
one year of the receipt of the proceeds by the Council, 
then the same shall be paid into the Bank of England 
(Law Courts Branch) to the account of the Paymaster- 
General for the time being, for and on behalf of the 
Supreme Court of Judicature, to be placed to the credit 
of "ex parte the London County Council London Building 
Act 1894, the account of" the owner (describing him so 
fax as reasonably practicable), subject to the control of 
the High Court, and to bo paid out to the owner on hia 
proving his title thereto. 

173 — Where it is by any provision of this Act declared rajmfni 
that expenses are to be borne by or may be recovered l^am.' 
from the owner of any premises (including under the 
term "owner" the adjoining and building owners re* 
Bpectively), the following rules shall be observed with 
I respect to the payment of thoao expenses ; — 

1, The owner immediately entitled in possession to the 
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pretaiseB, or the occupier thereof, Bhall i 
first iiiBtance pay the esLpensee with (his 1 
lion, that an occupier shall not be liable to pay ' 
any aam eiceedisg in amount the rent due, or 
that will thereafter accrue due from him in 
respect of the proiuisoa during the period of his 
oooupanoy ; 
. If there are eacoes»ive owners each of them ehall be 
liable to contribute to the expraises in proportioD 



3. Any difference ariBing as to the amount of oontribn- 

tion shall be decided by arbitration ; 

4. If some of the owners liable to contribution cannot 

be found, the de&ciency eo arising shall be 
divided amongst the owners who can be 
found ; 

5. Any occupier of premises who has paid any such 

eipenses may deduct the amount ao paid from 
any rent payable by him to any owner of the 
same premises, and any owner who has paid 
more than his due proportion of any such 
expenses may deduct the amount so overpaid 
from any rent payable by him to any other i 
owner of the same premises ; 

6. If default is made by any person in payment of any ' 

eipenses payable by him in the first instance 
under this section, the same may be recovered 
in a summary w^ay, and if default is made by 
any person in repaying to any other person any 
money recoverable under this section, such money* 
may be recovered in the same manner as if tho' 1 
obligation to pay such moneys wei* a simple ' 
contract debt. 

, 174 — Where the period within which for the purposes 
of this Act any sanction, consent, approval or allowance 

I in respect of any matters arising under Parts II. or V. of 
this Act is to be given or refused by the Council, or 
within which any objection is to be made or other act 
done by the Council would expire on any day between, the 
eight day of August and the fourt.eenth day of September 
(both inclusive), such period b£^11 be deemed to be ■• 
extended for twenty-eight days. 
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175 — For the pTupoeeH of this Aot a tribunal of appeal < 

shall be constituted as follows :— ° 

One member shall be appoiotcd by a Secretary of 

State; 
One member shall be appointed by the council of the 

Royal Institute of British Arobitecte ; 
One member sball be appointed by the council of the 
Surveyors' Institution : 
No member or officer of the Council shall be a member 
of the tribunal of appeal. 

176 — Members of the tribunal of appeal shall be ap- e 
pointed for a term of five years, and any such member " 
shall bo eligible for re-appointment. 

177 — It sball be lawful for the Lord Chancellor, if he f 
thint fit, to remove for inability or misbehaviour, or other " 
good and sufficient cause, any member of the tribunal of 
appeaL 

178 — Upon the oocunence of any vacancy in the a 
tribunal of appeal, or during the temporary absence ^ 
through illness or other unavoidable cause of any member 
thereof, a Secretary of State, the council of the Royal 
Institnte of British Architects, or the council of the Sur- 
veyors' Institutiun (as the case may be), whichever of 
them shall have appointed the member of the tribunal 
whoee place shall be vacated, shall appoint forthwith a fit 
person to be a member (either temporary or permanent) of 
the tribunal in lion of the member whose place is vacated, 
or who is temporarily absent as aforesaid. 

179— Each member of the tribunal of appeal shall be i 

entitled to such remuneration, either by way of annual ^ 

salary or by way of fees, or partly in one way and partly in t 
the other, as a Secretary of State may from time to time fix, 

180 — It shall be lawful for the tribunal of appeal to < 
appoint such clerks, officers and eervauts as they may " 
find neceasary, who shall be paid such salaries as shall be 
determined by the Council, and to provide offices, and to 
obtain such professional advice and assistance as they may 
fiad necessary. 
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181 — It shall be lawful for the Conncil to defray the 
eipeBBea of supporting any decision of the Council, or of 
the BuperintendiDg ftrchitect, or of their engineer, or of a 
district surveyor, by counsel and -witnesses before the 
tribunal. 

182— It shall be lawful for the tribunal at any time to 
state, and the tribunal shall, if ordered by the High Court 
or a judge thereof on an application in a summary manner 
made by any party to tiie appeal, state a case for the 
opinion of the High Court on any question of law involved 
in any appeal submitted to them. The High Court shall 
hear and determine the question or questions of law arising 
on any case stated by the tribunal of appeal, and shall 
thereupon reverse, affirm or amend the determination (if 
any) in respect of which the case has been stated, or remit 
the matter to the tribunal of appeal with the opinion of 
the court on the case stated, or may make such other 
order in relation to the matter as the ciroumstances of 
the case require, and may make such order as to the costs of 
the caHe and in the High Court as to the conrt may 
eeem fit. 

r 183 — The tribunal of appeal shall, subject to the pro- 
visions of this Act, have juristliction and power to Lear 
and determine appeals referred to them under this Act. 

For all the purposes of and incidental to the hearing 
and determination of any appeal, the tribunal shall, 
subject to any rules of procedure duly made, have power 
to hear the Council and the parties interested, either in 
person or by counsel, solicitor or agent, as they may think 
fit, and to administer oaths and to hear and receive evi- 
dence, and to require the production of any documents or 
books, and to confirm or reverse or vary any deoision, 
and make any such order aa they may think fit, and the 
costs of any of the parties to the appeal, including the 
Council, shall be in the discretion of tlie tribunal. 

, 184 — ^The tribunal of appeal may from time to time, 
subject to the approval of the Lord Chancellor, makfl 
regulations consistent vrith the provisions of this Act &B 
to the procedure to be followed in cases of appeal to ti/tu 
tribunal, including the time and notice of appeal, and. ■ 
to fees to be paid by appellants and other parties, 
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■ 185 — Any ordei of the tribunal of appeal may l>e Enfowpnitni 
I Enforced by the High Court as if it had been an order of Iribl^l"" "' 
that court. 

P 186— All fees and sums of money paid to the tribunal ^^fJ^^i^" 
of appeal shall be paid over to the Council and carried to Coukii. 
the county fund, and the salaries or fees payable to 
niembeis of the tribunal, and the office and establiahment 
espenees of the tribunal, and expenses incun'ed by the 
tribunal and the Council in reference thereto, shall bo 
defrayed out of the county fund. 



Noticee. 

187 — !■ Notices, orders and other auch doonments Nom 
under this Act shall be in writing, and notices and docn- '" " 
inentH other than orders when isaned by the Council shall 
be sufQciently authenticated if signed by their clerk or by 
the officer by whom the same are given or served. 

2. Orders shall be under the seal of the Council. 

188 — !• Any notice, order or other docnment required Sotvimih 
or authorised to be served under tliia Act, the service of ''""''" 
which is not provided for by the Summary Jurisdiction 
Acts, the Lands Clanses Acts, or the Companies Clauses 
Consolidation Act, 1845, maybe served by delivering a 
copy thereof at, or by sending a copy thereof by post in a 
registered letter to the usual or last known residence in 
theUniied Kingdom of the person to wht>ni it is addressed, 
or by delivering the same to some person on the premises 
to which it relates, or if no person be found on the 
premises, then by fixing a copy thereof on some conspicu- 
ous part of the biiilding to which it relates, and in the 
case of a railway company by delivering a copy thereof to 
the secretary at the principal of&ce of the said company. 

2, Any notice, order or other document to be served 
upon a builder shall be deeujed to be sufficiently served if 
posted in a registered letter addressed to such buiJder at 
the place of address stated in hia building notice (if any), 
or in default thereof at his office or any one of his 
princi]ial offices, or if a copy thereof be fixed c 
conspicuous part of the building to which it relate: 

3. Any notice by this Act required to he given to or 
served on the owner or occupier of any premises may be 
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addregaed by the deeoriptinn of the "own 

pier" of the premises (naming the preraisea) in reapect rf.I 

■which the notica is given or Btirved, without further n 

or description. 

4. Any notice required by this Act to be served on a] 
district surveyor may be Berve<l on him by post i 
registered letter addressed to him at hia office, <»- bj 1 
leaving the same at his ofSce. 



Part XVI. 

MISCELLANEOUS. 
189— -All expenses incurred by the CoTmcil in carrying 
this Act into esecution and not otherwise provided for 
shall he deemed to be general expenses incurred by the 
Council and shall be raised and paid accordingly, and the 
costs, charges and espensea preliminary to and of and 
incidental to the preparing, applying for and obtaining 
passing of this Act shall be raised and paid by the 
Council in like n 
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190— In «ny case where the Conncil are authoriBed 
nnder this Act to refuse their sanction, consent or allow- 
ance to the doing or omission of any act or thing, the 
Council may, if they think fit, instead of refusing such 
eanction, consent or allowance, give the same subject to 
Bnch terms and condiiions in relation to the subject 
matter of such sanction, consent or alluwance as the 
Council think fit. Any such term or condition ■when 
accepted shall be binding on the owner or occupier of the 
building or stnicture or ground to which the sanotion, 
consent or allowance relates, and if at any time any term 
or condition so accepted is not observed or fulfilled, the 
owner or occupier in default shall be subject to a penalty 
as hereinafter provided, 

191 — In the event of its being necessary to take do-wn 
any portion of an old buihiing of architectural or histori- 
cal interest, constructed otherwise than in accordance with 
the legulations of this Act, or in the event of the cle~ 
etniction of any part of such building, tl:e part so taken 
down or destroyed may, ■with the consent ot the Council 
first obtained, be resiored in the same material and in the 
"•one design ae it formerly was, 
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192 — A.ny owner, builder or other person 
iervants, -workmen and agents may, for the purpose of 
complying with any notice or order sorved or made on 
him in purauance of this Act in, renpect of any building 
or BTTUctnre, room or place, after giving seven days' notice 
to the occupier thereof, and on prodaction of the first- 
menlioued notice or order, enter and from time to time 
■without further notice re-enter such building or Ktructiire, 
room or place and do all ncoesaary works and things 
therein, thereto or in connection therewith. 

193 — Where any building has boon erected or work Limiiii 
done without due notice having been given to the dis- pn«^i 
trict surveyor fin accordance with this Act or a byelaw "^" 
made under this Act), the district surveyor may, at any givfu. 
time within one mouiJi after he hits discovered that such 
tuilding has been erected or work done, enter the 
premiaes for the purpose of seeing that the provisions of 
this Act or any notice served or order made under the 
same have been complied with, and the time during 
which the district surveyor may take any proceedings or 
do anything authorised or required by this Act to be done 
by him in respect of such building or work, shall begin to 
run from the date of his diNcovsring that such building 
has been erected or work done, 

194 — Applications, plans and other documents do- tiansntiii 
livered at the ofQce of the Council or to the district Br™pmj 
Burveyor in pursuance of this Act or of any byelaw of ofOounciL 

' the Council thereunder, shall on delivery there become the 

I'property of the Council. 

, 195 — The approval by the Council of any plans or jiftr- Made <e 
ticulars for the purposes of this Act shall lie signified in S[ipravaioi 
■writing under the hand of the superintending architect. council lo 

196 — Where any consent is required to be given, any Consont.ho 
notice to be served, or any other thing to be done by, on ft"i°t°o" 
or to any owner in pnrsnance of this Act, if there is no ""i*" ■">' 
o^wner or if any such owner cannot be found the judge of 
the county court may give such consent, or do, or cause 
I to be done aueh thing on such terms and conditions as h 
[ .may think fit, and may dispense with the service of an 
lotice which would otherwise be required to be served. 
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197 — I. It sliall not bo lawful for any person to ereof 
or place a pile, etack or store of cat or nucut timber, 
lathwood, firewood, casks or barrels, wliether on or above 
the ground, nearer to a street than the buildings forming 
the general line of buildings therein, except in a position 
wherein such a pile, stack or store stood on the first day 
of January, one thousand eight hundred and ninety-four. 

1. It shall not be liiwfnl for any person to pile, stack ot 
store cut or uncut limber, lathwood, firewood, casks oT 
barrels in the eame yard or giotind, or in any part of tha 
same premises with any furnace except in the following 
cases : — 

(a) Wbei-e the furnace is enclosed in a building or 
chamber constructed of fire- 
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(h) Whore there is a distance of not less than teixl 
feet between the furnace and the pile, stuck ot \ 
store of timber, lathwood, firewood, casks ( 
barrels. 

3. No pile, stack or store of timber, lathwood, firewootl, 
rtasks or barrels shall exceed sixty feet in height from tha 
level of the ground. 

4. It shall not be lawful to form in any pile, stack or J 
store of timber, lathwood, fijewood, casks or barrels any i 
room or chamber or space (other than a passage) to h&M 
used for any parpose whatever. I 

5. Timber yards opiating at the time of the pasmig of^ 
this Act shall comply with these provisions within tw(»J 
years from the date of the passing of the Act, hot thoJ 
Council thall have power in individual cases if they thinltl 
fit to prolong this time for a term not exceeding sevenJ 
years, and shall have power to relax any of the provisioi 

of this section. 

6. This section shall not apply to railway companies or 
canal companies so far as regards timber, lathwood, fire- 
wood, casks or barrels in transit or piled, stacked or stored 
on land occupied by them for the purposes of their mideT'- 
takings.nor to timber, lathwood, firewood, oasks or barrels 
piled, stacked or stored in or on any yard or other premitiea 
occupied by any dock company for the pnrpoeea of their 
undertaking, or 1o any such yard or premises, or to any I 
person piling or stacking or storing timber, lathwood, firevfl 
w-ood, casks or barrels in or on any Mich yard oi' premiso^f 
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198 — ProceedingB with respect to a building sliall not Remc 
be affected by the removal or falling in of the roof or JJJ^° 
covering of such building. pnKn 

199— No person not being properly authorised shall pr-vt 
erect or place, or cause to be erected or placed any post, "^^l, 
rail, fence, bar, obstruction or encroachment whatsoever, 
in, upon, over or under any street, and no person not being 
lawfully authoriaed shall alter or interfere with any 
street in such a manner as to impede or hinder the trafiic 
for which such street waa formed or laid out from passing 
over the same. 

The Council may, at the expiration of two days after 
giving notice in writing to such person to ilemoHsh or 
remove any such post, rail, fence, bar, obstruction or en- 
croachment, or to reinstate or restore such street to its 
former condition (as the ease may be), demolish or remove 
any such post, rail, fence, bar, obstruction or encroach- 
ment, anil reinstate or restore such street to its former 
condition, and recover the expenses thereof from such 
person in a summary manner. 

This section shall not apply within the City, 

Offeacei against Act. 

200 — Subject to the provisions of this Act every oir»nc 
person who does any of the things specified in this section '*"''" 
shall be deemfd to have committed an offence against this 
^ct, and shall be liable upon conviction in a summary 
manner to a penalty not exceeding the amount hereafter 
specified in connection wi th such offence, and to a 
inrther penalty not exceeding the amount hereafter 
stated as the daily penalty in connection with such offence 
for every day on which the offence is continued after such 
conviction (th«t is to say) ; — 
1. Every person who — 

(a) coTiimences to form or lay out, alter or 
adapt any street or way, without having 
first obtained the sanction of the Council 
under this Act, or otherwise than in 
accordance with the conditions (if any) 
prencrilied by the Council in giving their 
sanotion or by the tribunal of appeal, as 
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tlie case may be, or oommcucee I 
any street or way to a \ms exten 
prescribed diatanoe without giv 
Council the notice prescribed byS 
or 
(6) unlawfully erecte orplaoea i 

any street or way any post, fal 
obstruction or encroachment ; or ■ 

(c) unlawfully permits any ench p<l 

fence, bar, obBtmctionorciicroachiJ 
upon or over any street :)r way I 
after notice served upon him 
Council to remove the sa^o ; or 

(d) unlawfully alters or interferes ■ 
street in such a manner as to i] 
hinder the traffic for which, such 
was formed or laid out ; 

«hall be liable to a penalty not exccedii 
pounds for every such offence, and to a 
penalty not exceeding forty shillings. 

2. Every person who neglects or reftises for tw 

eight days after the service of any notic«?6 
powered to be served under Part II. of this 
requiring him to set back any biiildin; 
structure to comply with the requirement 
such notice, or after the expiration of such pe 
fails to carry out or complete the works nt 
sary for such compliance within the time (if a 
limited in such notice, shall be liable io a penu 
of not less than forty shillings and not m. 
than, five pounds, and to a daily penalty of : 
less than ten shillings and not more than foi 
sbillings. Provided always that this sab-seoti' 
shall not apply to any non-compliance with Ba- 
notice in the case of an intended highway whe< 
the same shall not be opened t& a highway. 

3. Every person who — 

(a) erects or brings forward any building o. 
structure in oontravention of any of th<. 
provisions of Part III. of this A^ot, or ol 
any conditions attached by the Coimoil tu. . 
any consent given pursuant to sncil piD-- 
visions; or s^i^^ , 
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(6) erecta, altera, enlarges, lebnildB or raiaos, 
or commences to erect, alter, enlarge, re- 
build or raise any building, or commences 
BO to do ao as to contravene any of the 
provJBiona of Part V. of this Act ; or 
(e) fails to comply with any of the provisions 

of Part VI. of this Aet ; <t 
((J) fails to comply ■with the requirementg of 
any notice given to or served npon him 
under and in accordance with Part VII. 
of this Act within the time (if any) 
Bpecifled in such notice ; or 
(e) Bete up, erects or adapts any building or 
Btnicture to which Part VII. of this Act 
applies without having obtained any 
license required by that Part of this Act, 
or miikes default in oliserving any of the 
conditions contained in such license ; 
shall be liable to a penalty not exceeding twenty 
pounds a day during eveiy day of the continu- 
ance of the non-compliance with the order of the 
Court in reference to the matters aforesaid ; 

4. Every person who hinders or obstructs any persons 

empowered by this Act to enter and remain on 
any premises for the purpfise of executing and to 
execute any work anthorised or directed to be 
done under this Act, or wilfully damages or 
injurea any such work, shall be liable for every 
such offence to a penalty not exceeding ten 

5. Every person who, being a building owner liable 

under Part VIII. of This Ai;t to make good any 
damage which he may occaaifin to the adjoining 
owners' or adjoining occujiii-rs' property, by any 
works authorised to be executed by the building 
ovroer, or to do any other thing upon condition 
of doing which his right to exei;uie Huch works 
is by Part VIII. of this Act declared to arise, 
fails within a reas'-nahle time to make good such 
damage, or to do such thing, shall be liable to a 
penalty not exceeding tweiitv jiounds, and to a 
3aily penalty not esctreding the like amount : 

6. Every person who refuses to admit the purchaser 
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any materials sold under this Act, his servants or 
agents, npon the land on whicli the same are, at 
a reasonable hour, or impedes him or them in 
removing the same therefrom at a reasonable 
honr, ahall be liable to a penalty not exceeding 
ten pounds, and to a daily penalty of not exceed- 
ing five pounds : 

7. Every person vfho ereata a building nearer than fifty 
feet to a building used for any dangerous 
buBiness, or a dwelling-houae nearer than fifty 
feet to a building used for any noxious busiaees, 
shall be liable to a penalty not exceeding fifty 
pounds, and to a daily penalty not exceeding 
the like amount for every day during which 

such first^montioned building or such dwelling- 
house shall be allowed to ao remain near to such 
dangerous or noxious business : 

8. Every person mho establishes or carries on a dan- 

gerous or noxious business in contravention of any 
of the provisions of this Act shall be liable to 
a penalty nut exceeding fifty pounds, and to a, 
daily penalty not exceeding the like amount : 

9. Every person who erects or adapts, or oummences to 

erect or adapt otherwise than in accordance with 
the provisions of Part XI. of this Act any build- 
ing to which Part XI. of this Act relates, shall 
be liable to a penalty not exceeding one hundred 
pounds, and to a daily penalty not exceeding 
fifty pounds for every day aft«r the conviction 
for the offence on which the building continaea 
80 erected or adapted without a license, or on 
which default is made in observing or complying 
with any conditions of a license under that Part 
of this Act : 

10. Every person not complying with any term or con- 

dition imposed by the Council under the section 
the marginal note of which is " Power for 
Council to annex conditions " shall be liable to 
a penalty not exceeding ten pounds t 

11. (a) Any person who plaoea, erects or retains, or 
suffers or permits to be placed, erected or 
retained any sky sign contrary to the provisiona 
of this Act ; or 



(6) Being a perann who onght to serve a 
building notice, fails to do bo or begins to 
execute a work respecting wMch he 
ought to servo a bnilding notice, before 
serving sttoh notice, or having served a 
building notice begins to execute the 
work to which it relates befure the ex- 
piration of two clear dajs after the notice 
has ceased to operate ; or 

(c) EefuKea to permit any district surveyor at 

a reasonable time to enter, survey or 
inspect any bnilding, work or premises 
which such surveyor is by this Act 
authorised to enter and inspect, or refuses 
or neglects to afford him all reasonable 
assistance in such inspection ; or 

(d) Fails to comply with any order of the 
county court made in pursuance of this 
Act within the time named in such order ; 
or 

(e) Eefuses to admit at a reasonable time a 

builder to a building, or otherwise pre- 
vents a builder from complying with any 
order of the county court made in pursu- 
ance of this Act ; or 
(/) (Being a workman, labourer, servant, or 
other person employed in or about any 
building) wilfully and without tte privity 
or consent of the person causing the work 
to be done, does anything in or about such 
building contrary to the provisions of this 

{g) Befuses to ailmit at a reasonable time any 
owner, builder or person, or his servants, 
workmen or agents into any land, build- 
ing or structure for the purpose of com- 
plying with any notice or order served 
or made on him in pursuance of this Act 
in respect of such land, building or 
structure, or refuses or neglects to afford 
them all reasonable assistance in com- 
plying with such notice or executing anch 
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(A) Acts in any manner in contravention of 
any of the provisiona of this Act relating 
to the storing of wood and timber; or 
(y) Doea any other thing prohibited by this 
Act, or fails, negleota or omits to do any 
other thing which he is required to do 
under or in pursuance of this Act ; 
ahall be liable to a penalty not exceeding forty 
shillings, and to a daily penalty not exceeding 
the like amount ; 
12. Every porson who vrithout the consent of tho 
Council converts or uses a building contrary to 
any of the provisions of the sei^tion of this Act 
of which the marginal note is " Rules as to con- 
version of buildings," ahall be liable to a penalty 
not esceeding ten pounds, and to a daily penalty 
not exceeding the like amount for every day on 
which the building remains so converted, or is 
used contrary to the provisions of the said 
section. 
The liability to these penalties shall be withont 
prejudice to any other proceedings, whether under this 
Act or any bj'elaw under this Act or otherwise, but so 
that no person shall be punished twice fur the same 



Application of Act. 

201 — The following buildings and works shall be 
exempt from the operation of Parts VI. and VIl. of this 
Act:— 

1. Bridges, piers, jetties, embankment walls, retaining 

walls and wharf or quay walls : 

2. The Mansion House, Guildhall and Boyal Kxchango 

of the City : 

3. The offices and buildings of the Bank of England 1 

within the City : I 

4. All buildings erected before or after the passing of 

this Act, by or with the sanction of the Coi 
missioners for the Exhibition of 1851, on any 
lands belonging to them and purchased in 
pursuance of any power vested in them by 
charter or Act of Parliament, except streete c 
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blocks of buildinga erected by them or with 
their aanction ob private dwell ing-houaes : 

5. The Seeaions House at the Old Bailey, and all otber 

eession bouses or other public builiiinga belong- 
ing to or occupied for public purposes" by the 
justices of the peaao of the oouuties of Middlesex, 
London and the City of London, or by the 
County Councils of London and Middlesex 
respectively : 

6. The erectione and buildings authorised by an Act 

pasged in the ninth year of the reign of his late 
Majesty King George the Fourth for the pur- 
poses of a market in Covent Garden : 

7. The buildings of the Metropolitan Cattle Market and 

of the Cattle Market at Deptford ; and any build- 
ing within the market premises inhabited or 
adapted to be inhabited by any official or servant 
of the Corporation for the purposes of such 
markets or eilher of them : 

8. Any building or part of a building belonging to a 

canal company, and used exclusively for the 
purposes of canal works under any Act of 
Parbameiit ; 

Any building or stmcture situate upon the railway or 
■within the railway or station premises, and used 
for the purposes of or in connection with the 
traffic of a railway company ; 

Any baildiDg or part of a buHding belonging to a gas 
company and used exclusively for gasworks ; 

Any building oi' part of a building belonging to the 
Conservators of tbo Eiver Thames and used by 
them as a workshop or store ; 

The foundations and wabs of buildings belonging to a 
railway company situate over any station or 
works of a railway company, or immediately ad- 
joining any railway or works of a railway 
company, and upon land acquired under the 
powers of an Act of Parliament ; 

Any building within the station premises of any railway 
company inhabited or adapted to be inhabited in 
whole or in part by any official or servant of tbe 
railway company. 

Provided always that nothing in this Bub-eection shall 
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exempt any other buildings uaeJ for the purpose 
of human habitation eo far as they are t 

9. Any building or rtnicture, or part of a building c 
structure belonging to a. dock company consti- 
tuted by Act of Parliament, and situate within 
the dock premises : 
JO. Buildings not exceeding in area thirty square feet, 
and uot exceeding in height five feet in any part, 
measured fromthelevelof the ground to theunder- 1 
Bide of the eaves or roof plate, and distant at least I 
five feet from any other building and from any [ 
street, and not having therein anystove, flue, fire- | 
place, hot air pipe, hot-water pipe or other appa> i 
ratuB for warming or ventilating the same, pro- 
vided that no portion of the building extends 
beyond the geneiil line of buildings in any street: 

11. All the buildings and structures (not exceeding in 

height thirty feet, as measured from the footings 
of the walls, and not exceeding in extent one 
hundred and twenty-five thousand oubio feet, 
and not being public, buildings) wholly in one 
occupation, and distant at the least eight feet 
from the nearest street or way, and at the least 
thirty feet from the nearest buUdiugs and from 
the land of any adjoining owner, A detached 
dwelling-house shall not be excluded from this 
exemption solely by reason of its being within 
thirty feet of another detached building con- 
structed ae stables or offices to be used in ^ 
connection with such dwelling-house ; , 

12. All buildings not exceeding in extent two hundred \ 

and fifty thousand cubic feet, and not being 
public buildings, and distant at the least thirty 
feet from the nearest street or way, and at the least 
sixty feet from the nearest buildings, and from 
the land of an adjoining owner. A detached 
dwelling-house shall not be excluded from thia 
exemption, solely by reason of its being within 
sixty feet of another detached building oon- , 
structed as stables or offices to be used in ; 
connection with such dwelling-house ; 

13. All party fence walla not exceeding in height seven | 
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feet, me«aured from the top of the footings of the 

14. GreenhonBes, if not attaclied to other liuildinga : 

15. Greenhoasea, if attached to other buildings, bo far 

as regards the Dee«8Sar}' woodwork of the sashes, 
doors and frames : 

16. Caaee of metal and glass used solely for holdin); 

plants, fastened to the woodwork of the sill and 
lower sash of a window, provided that no porti-m 
project over the public way, or more than twelve 
inches beyond the external face of the wall of the 
building : 

17. Openings made into walls, or flues, for the purpose 

of inserting therein Tentilating valves of a 

Buperfieial extent not greater than forty square 

inches, if such valves are not nearer than twelve 

inches to any timber or other combubtible 

inaterial. 

If any addition be made to any building or structnrB 

specified in sub-sections 10, II or 12, whereby any inoreaae 

is caused in the area, height or extent of any snoh building 

••T structure beyond the area, heigbt or extent mentioned 

in the sub-section in which any such building or structure 

is specified, the Council may give notice to the owner or 

occupier of such building or structure either to remove 

such addition or to make the building so increased in 

heisht or extent conform with all or any of the provisions 

of this Act and with any byelaws under this Act relating 

to the construction of buildings, and upon his failing to 

do so within fourteen days from ihe service upon him of 

such notice, the Council may remove snch addition to the 

building or structure, and may recover the exponses of 

such removal from the owner or occupier so making 

default in a summary manner. 

202 — There shall be exempted from bo much of the ETcmpiin 
provisionB of this Act as relates to buildings and "',^'^",,"11 
structures — ingt. 

Every building, structure or work vested in, and in 
the occupation of Her Majesty, Her heirs and 
, either beneficially or as part of the 
hereditary revenues of the Crown, or in trust 
for the public service or for public services ; nlso 
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Any biiililing, structure or work vested in and in 
the occupation of any department of Her 
Majesty's Government, or of the Metropolitiin 
Poliue, or of the trnsteee of the British MuBeum, 
for public purposes or for the public serv. 
also 

Any building, structure or work vested in and o< 
pied f.T the service of the Duke of Cornwall 
the time being. 

203 — Where a local authority or a company has 
statutory powers for the supply of electricity in any 
metropolitan diatiict, the buildings of such local au- 
thority or company used as a generating station, or for 
works, shall be deemed to be special buildingH, to which 
the general provisions of Parts V., VI. and VII., and the 
First and Second aohedules of this Act do not apply, and 
plans thereof shall be submitted to the Council for their 
approval, and the Council shall have power to authorise 
the buildings to be erected of greater dimensions than 
two hundred and fifty thcnsand cubic feet, and in other 
respects to exempt such buildings from any of the pro- 
visions of this Act if they think fit, ' 

204 — The lands, buildings and property of — 

1. The Honourable Society of the Jnrier Tempit 

2. The Honorable Society of the Middle Temple 

3. The Honourable Society of Lincoln's Inn ; 

4. The Honourable Society of Gray's Inn ; 
herein called " the Inns of Court," shall be exempt from 
the operation of this Act. Providt-d that in respect of 
any building, structure or land which abuts upon any 
public street, public place or public wHy, the Inns of 
Court shall be subject to the provisions of Part III. of 
this Act (Linos of Building frontage). 

205 — In addition to any exemption referring to gas 
companies contained in this Act, nothing in this Act 
contained shall in any way take away, alter, prejudice 
or affect any of the powers, rights and privileges con- 
ferred upon a gas company by any Act of Parliament,. 
and as existing immediately before the pasalug c" 
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206 ~A.ay tuilding, Btructnre or work in any respect DnruioiiQi 
exempt from the operation of this Act, or in aiiy manner ' '" 
privileged in respect of any provision of this Act, Bhall 
remain BO exempt or privileged bo long only aa it is used 
for the purpose, or retains the character by reason where- 
of it is BO exempt or privileged, 

207 — It shall not be lawful (unless with the consent i 
of the Council) to make any alteration of any building ^ 
in such manner that when Bo altered it will by reason of " 
such alteration not be in conformity with the provisions * 
of this Act applicable to now buildings. 

208 — Unless in any case the Council otherwise allow, -y 
where a party wall or external wall not in conformity J 
with this Act haB been taken down, burnt or destroyed t 
to the extect of one-half thereof (measured in superficial " 
feet), every remaining portion of the old wall not in con- 
formity with this Act shall either be made to confo: m 
therewith or to be taken down before the rebuilding 
thereof. 

209 — Every addition to or alteration of a building, and AdJiUoD" 
any other work made or done for any purpose in, to or '^j "'"' ;" 
upon a buildiDg (except that of necossary repair not buudicia, 
affecting the construction of any external or paity wall) 
shall, so far as regards such addition or alteration or other 
wfirk, be subject to the provisions of this Aot and of bye- 
IttWS thereunder relating to new buildings. 

210 — A building, structure or work erected or oon- Appiiutic 
8trtn:ted before the commencement of this Act, to which buifijfn™ 
no objection could have been taken under any law then irecini 
in force, shall (subject to the provisions of this Act as to menw^i! 
new buildings or the alteration of buildings) be deemed "fAct. 
to be erected or constructed in compliance with the pro- 
visions of this Act, 
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— Unless in any case the Council otherwise allow, 
10 jjerson shall — 
(1) convert into oruse as a dwelling-house any build- 
ing or part of a building not originally con- 
structed tor human habitation ; 

L 2 ^ 
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(2) con'verl; into one dwelliug-honBe '"two or moi^^| 

dwelliog-houses constmcCed originally ae Bepoi^^l 
rate dwelling-houees ; ^M 

(3) convert into or iiae &a two or more dwelling-houses ^| 

any building constructed originally as on^^l 
dwelling-honfc ; 

(4) convert a building whicb when originally erected 

was legally exempt from the operation of any 
building enactments or byelaws in force within 
London into a building which, had it been 
originally erected in its converted form, would 
have been within tho operation of these enact- 
ments or byelaws ; 
(6} re-convert into or use as a dwelling-house any 
building which has been discontinued aa or 
appropriated for any purpose other than a 
dwelling-houae ; 

(6) convert into or use as a dwelling-room or part of a 

dwelling-room, any room or part of a room used 

(7) convert a d welling- honse or any part of a dwelling- 

house into a shop ; 
in such manner that the building or part of a building so 
converted as aforesaid, when converted will not be in 
conformity with the proviBions of this Act relating to the 
class of buildings to which the building when so con- ^k 
verted will belong. ^M 

212 — Notwithstanding anything contained in this Act 
a building, structure or work which has been commenced 
before, and is in progress at the commencement of this 
Act, or which is to be carried out under any contract 
entered into before the passing of this Act, may be com- 
pleted subject to and in accordance with the provisions of 
the Acts relating thereto aa ia force immediately previous 
to the passing of this Act. 

213— Nothing in this Act shall take away or interfera 
with the powers of the local authorities witl 
the paving of new streets under the Metropolis Afanaj 
nient Acts. 
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214 — Section 50 of the Metropolitan Eailway SfMKm- 
(Additional Powersj Act, 1866, is tereby repealed. K^V'" 

215 — 1- Tte Actfi mentioned in the Fourth Schedule lupui o: 
to this Act are hereby repealed to the extent specified in ^"^j,™" 
the third column of tbHt schedule. 
2. This appeal shall not Hffeot^ 

(a) The past operation of any enactment hereby 
repealed, nor anything duly done or suffered 
under any enactment hereby repealed ; or 
(6) Any right, privilege, obligation or liability 
acquired, accrued or incuri'ed under or in 
aocordanoe with any enactment hereby re- 

raled ; or 
y penalty, forfeitaro or punishment incurred 
in respect of any offence cammitted against 
any etiactmeut hereby repealed ; or 

(d) Any power, investigation, legal proceeding or 
remedy in respect of any such right, privilege, 
obligation, liability, penalty, forfeiture or 
punishment as aforesaid, and any such power, 
investigation, legal proceeding and remedy 
may be eierciaed and cariied on ae if this Act 
had not passed ; or 

(e) Any of the powers, privileges, eieinptiona, 

jarisdictions or authorities given to or vested 
in the Coramissionera of Sewers by or under 
any Act of Parliament, and exitting imme- 
diately before the passing of this Act. 

216 — All byelawa, regulations, orders, consents, con- bjsii 
ditions and notices duly made, given, imposed or issued ^-^ 
under any Act hereby repealed sliall, so far as applicable acui 
for the purposes of this Act, be of the same validity and ^J^' 
effect as if tbey bad been made, given, imposed or issued 
under this Act. And all such byelawa and regulations 
shall remain in force until the same shall bo revoked, 
altered or varied by byelaws duly made under the 
provisions of this Act. 
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217 — Officers appointed nnder any enactment hereby- 
repealed shall continue in office in like manner as if this 
Act had not been passed. 

218 — Where in any Act or document, any Act or any 
provisions of any Act are mentioned or referred to which 
are repealed by this Act, such Act or document shall with 
any necessary modifications, and so far only as the circum- 
stances of the case admit, be read as if this Act or the 
corresponding provisions of this Act were therein men- 
tioned or referred to instead of such repealed provisions. 
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SCHEDULES. 



I 
i 
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THE FIRST SCHEDULE, 

Preliminary. 

Parte I. and II. of thia Schedule apply to walls built of 

bricks not of lese than eight and a half inchee long, or of 

stone or other blocks of hard and incombuatible subetance, 

the t)ed8 or courses being horizontal. 

1. Every building, unless otherwise sanctioned in ac- 
cordance with thia Act, shall be enclosed with walla oon- 
atrncted of brick, atone or other hard and incombustible 
Bubatances, and tha footings shall rest on the solid ground 
or upon concrete, or upon other solid suLstructuie, Pro- 
vided that open sheds, not exceeding sixteen feet in height 
and sot exceeding four squares in area, may be constructed 
of any substances and in any manner approved by the 
district surveyor, 

2. Every wallconstructed of brjct, stone orothersimilar onniro 
substances shall be properly bonded and solidly put ^^"]f'^' 
together with raortar or cement, and no part of such wall Se- 
shall overhang any part underneath it except to the extent 

of six inches, and provided that the projection be well and 
solidly corbelled out, and that the side of tNe wall opposite 
to the corbelling be canied up vertically in continuation 
of the inner face thereof. And all return walls shall be 
properly bonded together. 

3. The thiekness of every wal! not being built of bricks Eitmi 
or stone, or other burd and iooombustible substanMs laid ^riiTu 
in horizontal beds or courses, shall be one-Lhird gi-eater 
than the thickness prescribed in Parts I. and II. of this 
Schedule. 

4. The thickneaa of any wall of a dwelling-house, if Thickni 
built of materials other than those before Npei;itied, shall "''[i.J' 
be deemed to be sufficient if made of the thickness required oiber n 
by Parts I. and II, of this Schedule, or of auuh thickness '^^^^ 

may bo approved by the CounciU aforew. 

6. When boDow walls are constructed there shall be a Haiio- 
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wall on one side of tlie hollow space of the full thickness 
prescribed by this Act. 

6. The heights of storeys shall be measured as fol- 

(a) The height of a topmost storey ahal! be 
measured from the level of the ucderside of 
its floor joists up to the level of the under sur- 
face of the tie of the roof or other coveriun, or 
if there is no tie then up to the level of half 
the vertical height of the rafters or other sup- 
port of the roof ; 

(6) The height of every storey other than a top- 
moat storey shall be measured from the level 
of the underside of the floor joists of the storey 
up to the level of the underside of the floor 
joists of the storey next above it. 

7. For the purpose of determining the thiotness of a 
wall ihe height of such wall shall he measured from the 
base of the wall to the top of the topmost storey, whether 
such wall is carried to the full height or not, or in case 

e when there are no storeys in the roof, to half 
the height of the gable. 

8. Walls are deemed to be divided into distinct lengths 
by return walls, and the length of every wall is measured 
from the centre of one return wall to the centre of another, 
provided that such return wills are external party or oross- 
walla of the thickness required under this Schedule, asd 
bonded into the walls so deemed to be divided. 

9. Unless with the consent of the Council every wall 
other than a wall carried on a bressummer shall have 
footings ; — 

The prqjeotion of the bottom of the footing of every 
"wall on each side of the wall shall be at least 
equal to one-half of the thickness of the wall at 
its base, unless an adjoining wall interferes, in 
which case the projeolion may be omitt«d where 
that wull adjoins, and the diminution of the 
footing of every wall shall be formed in regular 
offsets, and the height from the bottom of such 
footing to the base of tlie wall shall be at the 
least equal to two-thirds of the thickness of the 
wall at its base. 

10. The underpinning of walls and chimneys shall he 
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fauilt with brick or stone bedded in cement to tbo full 
thickness of the old wall or work, and with proper foot- 
ings, or to an additional thickoeBB if the ingreaBed height 
of the wall so requires, and shall rest on the solid gronnd 
or on concrete, or on other solid aubstmcture as a founda- 
tion, and the whole shall be executed to the satisfaotion of 
the difltrict surveyor. 

11, A wall shall not be thickened except after notice "' 
Berved on the district surveyor of the intention to thicken, ° 
and the thickening shall be executed with brick or atone 
work in cement, properly bonded to the old work to the 
satisfactiun of the district aurreyor. 



Buildings not Public and not of the Warehouse Class. 

External and party walls shall be of not less thickness 
than the thicknoBs hereinafter specified in each case, 
viz.: — 

1. When the wall does not esceed twenty-five feet in 
height ita thickness shall be as followa :— 

If the wall dues not exceed thirty feet in length and 
does not comprise more than two btoieys it shall 
be eight and a half inches thick for its whole 
height ; 

If the wall exceeds thirty feet in length or comprises 
more than two storeys it shall be thirteen inches 
thick below the topmoMt storey, and eight and a 
half inches thick for the rest of ita height, 

2. Where the wall exceeds twenty-five feet but does not 
exceed forty feet in height its thickness shall be as 
follows : — 

If the wall does not exceed thirty-five feet in length 
it shall be thirteen inches thick below the top- 
moat storey, and eight and a half inches thick 
for the rest of its height ; 

If the wall esceeds thirty-five feet in length it shall 
be seventeen and a half inches thick for the 
height of one storey, then thirteen inches thick 
for the rest of its height behiw the topmost 
storey, and eight and a half inches thick for the 
rest of ita height 
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thicknees h1 
not exceed thirty feet in length it 



If the wall 

shall be seventeen and a half inches thick for the 
height of one storey, then thirteen inches thiok 
for the rest of ila height below the topmost 
storey, and eight and a half inches thick for the 
rest of its height; 

If the wall exceeds thirty feet but does not exceed 
forty-five feet in len);th it shall be seventeen and 
a half inehea thick for the height of two storeyft, 
then thirteen inches thick lor the rest of ita 
height , 

If the wall esceeds forty-five feet in length it shall 
be twenty-one inches and a half thick for the 
height of one storey, then seventeen and a half 
inches thick for the height of the next storey, 
and then thirteen inches thick for the rest 
height. 

4. Where the wall exceeds fifty feet, but does not eiceoS 
sixty feet in height, its thickness shall be aa follows; — 

If the wall does not exceed forty-five feet in length 
it shall be seventeen and a half inches thick fur 
the height of two storeys, and thiiteen inches 
thick for the rest of its height ; 

If the wall exceeds fyrty-five feet in length it shall be 
twenty-one inches and a half thick for the height 
of one storey, then seventeen and a half inch^ 
thick for the height of ihe next two storeys, 
and then thirteen inches thick for the rest of its 
height. 

5. Where the wall exceeds sixty feet, but does not 
exceed seventy feet in height, iis thickness shall be aa 
follows ; — 

If the wall does not exceed forty-five feet in length 
it shall be twenty-one inches and a half thick for 
the height of one atorey, then seventeen and a 
half inches thick for the height of tho nest two: 
etoreys, and then tbiiteea inches thick for the^ 
rest of its height ; 

If the wall exceeds forty-five feet in length 
be increased in thiokness iu each of tbi 
below the uppermost two storeys by four ii 
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and a half (eubject to tlie proviaioti in this 
Schedule respecting diatribution iu piers). 
6. Where the wall esceeds seventy feet but does not 
exceed eighty feet in height its thickness shall be as 
follows :- — 

If the wall does ni^t exceed forty-five feet in length it 
ehall be twenty-one inches and a half thicfc for 
the height of one elorey, then seventeen and a 
half inohes thick for the height of the next three 
etorejB, and thirteen inches thick for the reat of 
its height ; 
If the wall exceeds forty-fiTe feet in length it shall 
be increased in thickness in each of the storeys 
below the uppermost two storeys by four inches 
half (auhjeot to the provision in this 
Schedule respecting disti-ibution iu piers). 
. Where the wall exceeds eighty feet bnt does not ex- 
ceed ninety feet in height its tliickness shall be as 
follows -.-^ 

If the wall does not exceed forty-five feet in length 
^^ it shall be twenty-six inches thick for the height 

^^L of one storey, then twenty-Niie inches and a half 

^^H thick for the height of the next storey, then 

^^V seventeen and a half inches thick for the height 

^V of the next three storeys, and then thirteen inohes 

^V thick for the rest of its height; 

^^ If the wall exceeds forty-five feet in length it shall 

^B be increased in thickness in each of the storeys 

^B below the uppermost two storeys by four inohes 

^^k and a half (subject to the provieion in this 

^^k Scliedule respecting distribution in piers), 

^p 8. Where the wall exceeds ninety feet hut does not ex- 
ceed one hundred feet in height its thickness shall be as 
follows : — 

If the wall does not esceed forty-five feet in length it 

shall be twenty-six inches thick for the height of 

one storey, then twenty-one inches and a half 

i thick for the height of the next two storeys, then 

f seventeen and a half inches thick i'or the height 

of the next three stnre,\ s, and then thirteen 

inches thick for the rest of its height ; 

If the wall exceeds forty-five feet in length it shall 

be incieased in thickness in each of the storeys 




LONDON BUILDING ACT, 1894. 




h,«gptibl 
bulldlDgt f 
bnthUngii < 



below the nppennOBt two storeys by four incfai 
and a half (eabject to the proTiaion in " 
Schedule respecting diBtribation in piers). 

9. Where the wall exceeds one hundred feet hot do«, 
not exceed one hundred and twenty feet in height itS 
tbicknew ehall be as follows : — ■ 

If the wall does not exceed forty-five feet in lenglh it 
Bfaall be thirty inches thick for the height of one 
storey, then twenty-six inches thick for the 
height of the next two storeya, then twenty-one 
inches and a half thick for the height of the next 
two storeys, then seyenteen and a half inches 
thick for the height of the next three storeys, 
and then thirteen inches thick for the rest of its 
height ; 

If the wall exceeds forty-five feet in length it shall 
bo increased iu thickness in each of the storeys 
below the uppermost two storeys by four inches 
and a half (subject to the provision in this 
Schedule respecting distribution io piers). 

10. If any storey exceeds in height sixteen times the 
thickness prescribed under this Schedule for the walls of 
such storey, the thickness of each external and party wall 
throughout such storey ehall be increased to one-sixteenth 
part of the height of the storey, and the thickness of each 
external and party wall below that storey shall be increased 
to a like extent, but anj' such additional thickness may be 
confined to piers properly distributed, of which the col- 
leotive widths amount to one-fuurth part of the length of 
the wall. 

11. No storey enclosed with walls less than thirteen 
inches in thickness shall be more than ten feet in height 
between the iioor and the ceiling thereof or between the 
floor and the tie of the roof. 

12. All buildings excepting public buildings, and such 
' buildings as are in this Act defined to be buildings of the 

warehouse class, shall, as respects the thickness of their 
walls, be subject to the provisions contained iu this part of 
this Soheduie. 
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BoiLDiNoa OF THE Warehouhe Clabb. 

The external and party walls of tnildings of the ware- r 
houae class shall at the base be made of not less thickness >" 
than the thickneaa hereinafter specified in each case, 

1. Where the wall does not exceed twenty-five feet in 
height (whatever is its length) it shall be thirteen inches 
thick at its base. 

2. Where the wall exceeds twenty-five feet but does not 
exceed thirty feet in height it shall be at its base of the 
thickness following ; — 

If the wall does not exceed forty-five feet in length it 
shall be thirteen inches thick at its base : 

If the wall exceeds forty-five feet in length it shall 
be seventeen and a half inches thick at its base. 

3. Where the wall exceeds thirty feet but does not 
exceed forty feet in height it shall be at its baue of the 
thicknesa following : — 

If the wall does not exceed thirty-five feet in length 

it shall be thirteen inches thick at its base ; 
If the wall exceeds thirty-five feet but dooa not exceed 

forty-five feet in length, it shall be seventeen and 

a half inches thick at its base ; 
If the wall exceeds foriy-five feet in length it shall 

be twenty-one incJies and a half thick at its 

4. Where the wall exceeds forty feet but does not 
exceed fifty feet in height it shall be at its base of the 
thickness following: — 

If the wall does not exceed thirty feet in length it shall 

be seventeen and a half inches at its base ; 
If the wall exceeds thirty feet but does not exceed 

forty-five feet in length it shall be twenty-one 

inches and a half thick at its base ; 
If the wall exceeds forty-five feet in length it shall 

be twenty-six inches thick at its base. 

5. Where the wall exceeds fifty feet but does not exceed 
sixty feet in height it ahall be at its base of the thickness 
following : — 

If the wall does not exceed forty-five feet in length 
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it ithsM be twenty-ooe inolies and a half thick 1 

nt its base ; I 

If the wall exceeds foity-five feet in length it shalLl 

be twentj-six inches thick at its base. 

6. Where the wall exceeds aiity feet but does not I 
eioeed seventy feet in height it shall be at its base t^M 
the thickness following : — ■ 

If the Willi does not exceed forty-five feet in lengtlt I 
it shall be twenty-one inches and a half thiokj 

If the -wall Bxceeils forty-five feet in length it shall ' 
be increased in thickness from the base np to 
within sixteen feet from the top of the wall by 
four inches and a half (subject to the proviaiun 
in this Schedule respecting distribution 

7. Where the wall exceeds seventy feet but does i 
exceed eighty feet in height it shall be at its base of the 1 
thickness following : — I 

If the wall does not exceed forty-five feet in length.! 
it shall be twenty-one inches and a half thick at] 
its base; 1 

If the wall exceeds forty-five feet in length it shall I 
be increaBed in thickness from the base np to I 
within sixteen feet from the top of the wall by [ 
four inches and a half (subject to the provision I 
in this Schedule respecting distribution in ] 
piersV I 

8. Where tne wall exceeds eighty feet but does not I 
exceed ninety feet in height it shall be at its base of the I 
lliickness following ; — 1 

If the wall dues not exceed forty-five feet in length it | 
shall be twenty-six inches thick at its base; 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness fiom the base up to within 
siiteen feet from the top of tte wall by four 
inches and a half (subject to the provision ii 
this Schedule respecting distribution in piers). 

9. Where the wall exceeds ninety feet but "does not I 
exceed one hundred feet in height it shall be at its base I 
of the thickness following : — i 

If the wall does not exceed forty-five feet in lengtli J 
it shall be twenty-six inches thick at its base ; 
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If tlie wall exceeds forty-five feet in length it b 

be increased in tliickness from tlie base up to 
■within sixteen feet from the top of the wall by 
four inches and a half (anbjeot to the provision 
in this Schedule respecting distribution in 

10. Where the wall exceeds one hundred feet but does 
not exceed one hundred and twenty feet in height it shall 
be at its base of the thickneaa following ; — 

If the wall does not exceed forty-five feet in length 
it shall be thirty-one inohes thick at its base ; 

If the wall exceeds forty-five feet in length it shall 
be increased in thickness from the base up to 
within sixteen feet from the top of the wall by 
four inches and a half (subject to the provision 
in this Schedule respecting distribution in 
piers^. 

11. The thickness of the wall at the top and for sixteen 
feet below the top shall be thirteen inches and a half, 
aD<l the intermediate parts of the wall between the base 
and sixteen feet below tlie top shall not be of less thickness 
than would be the case if the wall were to be built solid 
throughout the space between straight lines drawn on each 
side of (he wall and joining the thickness at the base to 
the thickness at eixteec feet below tho top : 

Nevertheless, in walls not exceeding thirty feet in height, 
the walls of the topiuost htorey may be nine inches thick 
provided the height of that story does not exceed ten feet. 

12. If in any st'irey of a building of the warehouse class u.j.kiiii.iu 
the thickness of the wall, as determined by the provisions J"^y,'" 
of this schedule, is less than one- fourteenth part of the eic»dtnf 
bright of such storey, the thiokneea of the wall shall be Mghf" 
increased to one- fourteenth part of the height of the storey, 

and the thickness of each external and party wall below 
that storey shall be increased to a like extent, but any such 
additional thickness may be coufined to piers properly 
distributed, of which the collective widths amount to one- 
fourth part of the length of the wall. 

13. The thickness of any wall of a building of the ware- Ttiickn^s 
house clasH, if built of materials other than tllo^e before l^j^j^rJ^i 
specified, shall be deemed to be sufficient if made of tb" --hii 
thickness required by the provisions of this Schet 

or of such other thickness as may be approved bj 
Council. 




MISCBLLANE0U9, 

1. The thictneBB of a cross-wall shall be two-thirda of 
the thickncBa hereinbefore required for an external or 
party wall of the SFime diroenBionB and belonging to the 
same claes of buildings, but never lees than ei^bt and at 
half inchcB, and no wall iubdividing any building shall 
be deemed to be a crosB-wall unlesB it ia carried up to the 
floor of the topmost storey, and unless in each storey the 
aggregate extent of the vertical faces or elevations of all 
the recesses and that of all the openings therein taken 
together does not exceed one-half of the whole extent of | 
the vertical face or elevation of the wall. 

2. Wherever a cross-wall becomes in any part 
terual wall, such cross-wall shall be of the thickni 
required for an external wall of the same height am 
length and belonging to the same class of buildiugs. 

3. Where an increase of thickness is by any rule ol 
Part I. or Part IT. of this Schedule required in case of a 
wail exceeding sixty feet in height and forty-five feet in 
length, or in case of a storey exceeding in height sixteen 
times or fourteen times (as the case maybe) the thickness 
prescribed for ite walls, or in case of a wall below bucH 
storey the increased thickness may be confined to piers 
properly distributed, of which the collective widtlia 
amount to one-fourth part of tie length of the wall. 



THE SECOND SCIIEDULE. 

The following materials shall for the purposes of tliia 
Act be deemed to be fire-resisling materials:-^ 

1. Brickwork constructed of good bricks, well burnt, 
hard and Kound, properly bonded and solidly put to- 
gether — 

(o) With good mortar componnded of good lime 
and sharp, clean sand, hard, clean, broken 
brick, broken flint, grit or slag ; or 

(b) With good cement ; or 

(c) With cement mijted with sharp, clean sand, hard, 

clean, broken brick, broken flint, grit or slag: 

2. Granite and other stone suitable for building pur- 
poses by reason of its solidity and durability : 
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3. lion, ateel and copper ; 

4. Oak and teak and other hard timber when uBed for 
r poslB or in combination with iron, the timber 

and the iron (if any) being protected by plastering in 
cement or other incorabuatible or non-conducting external 
coating; 

In the case of doors — 

Oak or teak or other hard timber, not less than 
two inches thick ; 
In the case of stairoaaea — 

Oak or teak or other hard timber, with treads, 
strings and risers not leaa than two inches 
thick ; 
. Slate, tiles, brick and terra-cotta when used for 
I coverings or corbels : 

6. Flagstones when used for floors o^er arches, but not 
apoaed on the nndersjde and not supported at the ends 

7. Concrete composed of broken brick, stone chippings 
or baltaet, and lime cement or calcined gypsum when used 
for filling in between joists of floors : 

8. Any material from time to time approved by the 
Council as flre-resisting. 



^THE THIKD SCHEDULE. 
Fees payable to District Sdrveyoes. 
PART I. 

Or New Buildingg, 

For any building not exceeding thirty square £ e. 
-feet in area and not eiceeding ten feet in 
height 10 

For every building not exceeding four hundred 
square feet in area and noi more than two 
storeys in height . . . . . 1 10 

For every additional storey . . . .05 

For every additional square or fi action of a 

square . . . • . . .02 

For every building not exceeding four hundred 
eqiisre feet in area and of one storey only in 
hfflght 15 
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On AddilionB, Alterations or other Works. 

For every Etddition or alteration or other work 
to ■which the provisionB of tbis Act apply, 
made or done to or on any building after the 
roof thereof haa heen covered in — 

One-half of the fee charged in the case 
a now building, taloulated epon tlie a 
of the whole building. 
Fur inspecting the arches or fire-roaisting floors 

over or Tinder public ways . . 10^ 

For inspecting the formation of openings i 

party waUa (for each opening) . . . 10 ' 

For inspecting the closing of openings in party 
walla (for each opening) . . , , 

Provided that in the case of public buildings, buildi 
constructed of concrete and buildings divided into st ^ 
rate sets of ohambera or tenements by party structtu 
the fees hereinbefore spocifiod in this part of this Sohedtfl 
Bhall in every case be increased by one-half. 

On Chimneys and Flues. 

On the conatrnotion of a furnace ohimney-ehaft 
or similar ahait for ventilation or other pur- 
poses, in addition to the fee for any otlier 
operation in progress at the same time, if 
not exceeding seventy-five feet in height 
If exceeding seventy-five and not exceeding 

one hundred feet in height . 

For every additional ten ftet or portion of 

ten feet in height .... 

On the carrying of a flue from an oven, stovp, 

steam boiler, furnace or close-fire into an old 

flue 

On certifying that a chimney breast in a party 
wall may be cut away .... 

On Certifying Plans. 
For examining and certifying plans of an old 
building ....... 



On Wooden and Temporary Structures. 

On inspection of any wooilen structure or on 

inspection of any sfrncture or erection put 

up on any public occasion the same amount 

- as for a. new building, calculated on the area 

L of the structure or erection without reference 

H to tbe area of any building to which it may 



Attending at OouTt, 
^or attending at a court when an order is made 
for complying with notice of irregularity 



On Dangerous Strttclures. 
On each dangerous stnicture — 

Where there are not more than four adjoining 
amliguoue structures in the same ownership — 

1. For making a survey of the structure 

reported as dangerous and certifying 
opinion thereon — 

If the structure do not exceed four 

squares in area and two storeys in 

height ..... 

If exceeding four squares . 

For every additional storey above two 

2. For each inspection of the structure and 

report as to completion or progress of the 
■works ...... 

3. Por inspecting the structure before tbe 

hearing of the summons and attendiog 
the court to give evidence — 

If one structure only 

If more than one structure (for each 
stiuoture) ..... 

4. For inspecting the structure before the 

hearing of the summons against the 
occupier (the owner having failed to 
comply) and attending the court to give 
evidence — 



r nearly 
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If one Btruoture only . . . 10 

If more than one structure (for each 

Btructure) . . . . , u o 

6. For every adjournment of the sumTOona . 5 

6. For superintending the erection of shoring 

(including needling when requisite) and 
hoarding, whether done by the Council or 
not, and for certifying the account for 
the same when done by the Council . 10 

7. For shoring without hoarding or boarding 

without shoring, and certifying the ac- 
count . . . . . .07 

8. For BuperviBion, including the report of 

the o&cer, in cases where it is necessary 
for the Council to execute works to enaare 
the safety of the public, under an order 
made by a court , . . . .05 

When there are more than four adjoining or nearly co 

tigaous structures in the same ownership — £ s. 

For Nob. 2, 3 and 4 in the above table . ,04 

For No. fi 2 

And for No. 8 4 



Fees Payable for Special Services. 
The fees payable by a builder to the district anrveyc 

for special services shall be the following ; — 

For superintending the construetion of floors £ »■ i 
and partition walla to stables under section 70 
of this Act, per building . . . .05 

For superintending the construction of over- 
hanging oriel windows, per building . .05 

For superintending the fixing of any oven, 
copper, steam boiler or Stove to be used for 
traJe purposes and not boated by gas . , 10 

For superintending the &sing of pipes for con- 
veying heated air or hot water or steam at 
high pressure (for each floor of a building on 
which pipes are fixed) . . . . 10 

For services relating to the er6<;ition of buildings 

on low-lying lands, per building . . .05 
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^H Fees Payable to Council. 








W On Dangerous Stmcturee. 


£ 




d. 


For general serviceB — 


'■ 


1. For preparation of notices, forms for same, 
and postage ..... 











3 


6 


2. For service of notices (clerk's time) . 





2 


6 


3. For travelling per mile (one way) . 








3 


4. For obtaining Btmimonses and orders 








(clerk's time) 





2 


6 


5, For cost of each summons or order , 





3 





Wh^e there are two or more adjoining or nearly contiguous ^| 


Btructures in the game otonergkip — 


£ 




d. 


H For Noa. 2 and 4 (above each) . 





2 





^b The fees payable npon ten structnreB shall be 








■ the maximum fees. 














Structures. 








1. For each inspection of the building or atmc- 


£ 


I. 


d. 


ture and report 





5 





2. For obtaining summons and order (clerk's 








time) 





2 


6 


3. For cost of each summons or order 





2 





4. For attendance at a court to give evidence . 





5 





6. For every adjournment .... 





2 


6 


6. For supervision of works, including report of 








officer in cases whore the magistrate's 
order is executed by the Council , 











5 





7. For travelling per mile (one way) 








3 


8. The cost of procuring local evidence to satisfy 








^L the magistrate that the condition of the 








^M structure is prejudicial to the property 








^M or to the inhabitants of tho neighbour- 








^1 hood is to be considered separately in 








■ each case. 


■ 


d 


a 
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Where (here are lieo or more adjoining or nearly eon- 
ligaous gtructuree in the same ottinerthip — 

For Noa. 1, 4 or 6 (above) each . . 

For Nob. 2 or 5 (above) each 

The fees payable upou ten stractures shall be 
the masimum fees. 

For travelling per mile (one way) . 

REaULATIOHS. 

1. The foes specified in this Schedule iareBpect of worka 
to a party wall comprise the fees payable in respect of I 
both Bides of the wull. f 

2. No fee shall be charged in respect of the fixing of ft J 
chimney pot. 

3. No fee shall be charged ia respect of the repairing oi 
a ohimaey top nnicss the top has been pulled down to f 
greater extent than twelve inches. 

4. No fee shall be charged in respect of the repairing a 
a parapet iiiiloBs the parapet shtill have been pulled dow 
to a greater extent than twelve inches, 

5. In calculating the area of every new building i 
purposes of this Schedule, the area of all otitbuildin 
exceeding thirty feot in area, whether attached c 
shall be included, provided such outbuildings bo erected 
at the same time as the main building. 



THE FOTJETH SCHEDULE. 



Clupler, 


TUle or Short Title. 


EilEflt of EepoiL 


7 & 8 Viot. 


The Metropolitan Build- 




0,84. 


ing Act, 1844. 




18 & 19 Viot. 


The Metropolis Manngo- 


Section one hundred and forty-tvo, 
»d in seotion two hundred and 


0, 120. 


mont Aol. 1855. 






two the words " the plans, level. 






"width, surface, inclination, 






aod," and the words "and (ho 






"plans and level of sites for 






•' bnilding." 


18 4 10 Viot. 


Tt)o Metropolitan Build- 


TI.0 whole AcL -m 


,c. 122. 


iug Act, 1855. 


d 
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•ssr 


„.„.,„„„. 


Eitcniof RtTCttl. 


23 & 24 Viot. 


The Metropolitan Build- 


The whole Act 


D.53. 


ing Act (Amendment J 
18(10. 




2-t & 25 Viot. 


Tbe Metropolitan Build- 


The whole Act. 


0.87. 


ing Ameudmont Act, 
1S61. 




25* 26 Vict. 


The Metropolis Manage- 


Sectiona BeBenLy-four, seventy-five, 


c. 102. 


ment Amendment Act, 


Bfventy-aii, eiKhty-flTe, etghty- 




1863. 


seven, ninety-eight and ninelj- 


32 4 33 Vict. 


The Metropolitan Build- 


The ihole Act. 


o. 82. 


ing Aet, 1869. 




34 & 35 Vict. 


The Metropolitan Build- 


The whole Act. 


0.39. 


i.igAot, 1871. 




41 & 42 Vict. 


Tlie Metropolis Manage- 


Sections four,ais, Heven, eight, nine. 




ment and Building 


ten, fourteen, flftBen.aiiteon, seten- 




Acta Amendment Act, 


teen, eighteen, nineteen, tweutv, 




1878, 


twentj-one, from " and tlie district 
"survejor" lo "such housp, 
" building, erection, or work," and 
the words " or Bnrveyor," eection 
twenly-two, bo far ae it relates tn 
any notice or order served or made 
under any provision repealed by 
this Act, aeotion twenty-three 
from "and every penally imposed 
" hy Port II." to " Acts amending 
"the same," eeetion (wenty-tive, 
in section twenty^ii the words 
" or in nny byelaw of the board 
"thereunder," and in section 
twenty-seven the words "or in 
" any byelaw thereunder mode." 


15 A 46 Via. 


The MetropoliB Manage- 


Tbe whole Act 


c. 14. 


ment and Building Acts 
(Amendment) Act, 1B93 




53 4 54 Vict. 


The London Council 


Sections twenty-seven to thirty- 


c. ociliii. 


(General Powers) Act, 


one, ftud sectiona thirty-three to 
tbirty-aeven. 
The whole Act. 


54 & 55 -Vict. 


The London Bky Signs 


c lixviii. 


Act, 1891. 




S6 A 57 Viot. 


The London County 


Sections five to nine and scelioa 


c. cciii. 


Council (Geneial Powers 


eeventeen. 




Act, 1893. 
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THE METROPOLIS MANAGEMENT 
ACT, 1855. 

18 and 19 Tict. 



This Act is atill in force, the portions repealed being-J 
Sec. 142, and in Sec. 220 the words " tbe plans, level 
width, i-nrfaoe, inclination, Ac." and the words " and t" 
plana and level of sites for building," 

I give those clauses which relate to ImildingB. 

4c"iX''' 'LXXI. Every District Board and Vestry shall, by j>to- 

iruiV-d. viding proper traps or other coverings, or by Tentilation, 
or by such other ways and means as shall be practicable 
for that purpose, prevent the effluvia of sewera from 
exhaling through gullyholes, gratings or other opcninga 
of sewers in any of the streets or other places within their 
district or parish. 

vttuy ot LXXIII. If any house or building, whether built before 

Bum" in or after the commencement of this Act, situate within any 
Minincaaa fiuch parish or district, be found not to be drained by a 
uwden, £, sufficient drain communicating with some sewer and 
bl^sSict emptying itself into the same, to the satisfaction of the 
dniinsinto Vestry or Board of auch parish or district, and if a sewer 
iBK™"'"' of sufliiient size be withm one hundred feet of any part 
of such house or building, on a lower level than such house 
or building, it shall be lawful for the Vestry or Board at 
their discretion, by notice in writing, to require the owner 
of such house or building forthwith, or within such reason- 
able time as may be appointed by the Vestry or Board, to 
construct and make from auch house or building into any 
such sewer a covered drnin, and such branches thereto, of 
such materials, of such size, at such level and with suoh, , 
fall as shall bo adequate for the drainage of such house o 
building and its eeveral floors or stories, and also of i~ 
areiiB, water-closets, privies and officea (if any), and foil 
conveying the 8'>il, drainage and wash therefrom into thf' 
said acwer, and to provide fit and proper paved oi 
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meable sloped surfaces for conveying Bnrfaoe water thereto, 
and fit and proper sinks, and fit and proper syphoned or 
otherwise trapped inlets and outlets for hindering stench 
therefrom, and fit and proper water supply and water- 
supplying pipes, cisterns and apparatus for scouring the 
same and for causing the same to convey away the soil, 
and fit and proper sand traps, expanding inlets and other 
apparatus fur hindering the entry of improper substances 
therein, and all other such fit and proper works and 
arrangements as may appear to the Vestry or Board, or 
to theii' officers, requisite to secure the same and proper 
working of the said drain, and to prevent the same from 
obstructing or otherwise injuring or impeding the action 
of the sower to which it leads; and it shall be lawful for 
the said Vestry or Board to cause the said works to be 
inspected while in progress, and from time to time during 
their esecution to order such reasonable alterations 
therein, additions thereto, and abandonment of part or 
parts thereof, as may to the Vestry or Board or their 
of&cera appear, on the fuller knowledge afforded by the 
opening of the ground, requisite to secure the complete 
and perfect working of such works; and if the owner of 
such house or building neglect or refuse, during twenty- ^"e'r%™ 
eight days after the said notice has been deliverod to such *•" m^iMi. 
owner, or left at such house or building, to begin to 
construct such drain and other works aforesaid, or any 
of them, or thereafter fail to carry them on and complete 
them with all reasonable despatch, it shall be lawful fur 
the Vestry or Board to cause the same to be constructed 
and made, and to recover the expenses to be incurred 
thereby from such owner in the manner hereinafter 
provided. 

LXXIY. If it appear to the Testiy or Board of any provWon En 
parish or district that a group or block of contiguous houses, j™n^o[ 
or of adjacent detached or semi -detached houses, may be biooiuof 
drained and improved more economicaUy or aiivan- '"""*" 
tageously in combination than separately, and a sewer 
of Buffiuient size already exist or be about to be constructed 
within one hundred feet of any part of such group or 
block of houses, whether contiguous, detached or semi- 
detached, it shall be lawful for such Board or Vestry to 
order that such group or block of houses be drained and 






1865. .^1 



■^70 TIIE METROPOLIS MANAGEMENT ACT, 

improved, as here iubef ore provided, by a oombint 
operation. 

LXXV. It Bball not be lawful to erect any houao or 
other bnilding in any parish mentioned in Sobednle (A.) 
to this Act, or in any district mentioned in Bcbedule (B.) 
to this Act, or to i-ebnild any houae or building within 
any euch pariah or district which has been pulled down 
to or below the floor commonly called the ground floor, or 
to occupy any house or building so newly bnilt or rebuilt, 
unless a drain and Buch branches thereto, and other con- 
nected works and apparatus and water supply as heiein- 
before mentioned, be conslructed and provided to the 
Batisfaotion of the surveyor of the Vestry of such parish 
or Board of Works for such district, of such materials, of . 
such size, at such level and with such fall as they may 
direct, so that the same shall be available foe the drainage 
of the lowest floor of such house or building, and of its 
several floors or stories, and also of its areas, water-cli>eetB, 
privies and offices (if any), which drain shall lead from 
such house or building, or the intended site of snch house 
or building, to such sewer, already made or intended to 
be constructed near thereto, as tlie Vestry or Board shall 
direct and appoint, or if there be no such sewer existing 
or intended to be constructed within one hundred feet of 
any part of the intended site of such house or building, 
then to euch covered cesspool or other place, not being 
under any dwelling house, as the Vestry or Board shall 
direct ; and whenever any house or building is rebuilt 
as aforesaid, the level of the lowest floor of such house or 
building shall be raised eufiSciently to allow of the con- 
struction of such a drain and such branches thereto and 
other works and apparatus as are hereinbefore required, 
and for that purpose the levels shall be taken and 
determined under the direction of the Vestry or District 

LXXVI. Before beginning to lay at dig out the 

^ foundation of any new bouse or building within any such 

parish or district, or to rebuild any house or building 

re therein, and abo before making any drain for the purpose 

E of draining directly or indirectly into any sewer under 

the jurisdiction of the Vestry or Board of 01 for any such 



parish or diBtrict, Bevon days' notice in writing shftll be 
given to tbe Veatry or Board by the person intending to 
buUd or rebuild snch house or building or to make such 
di-ain; and every Buch foundation Hhall be laid at such 
level as ■will permit the drainage of such house or building 
in compliance with this Act, and as tbe Veatry or Board 
shall order, and every such drain shall be made in such 
direction, manner and form, and of such materials and 
■workmanship, and with such branchea thereto and other 
connected works and apparatus and wator supply as 
hereinbefore mentioned, and as the Vestry or Board shall 
order, and the makiog of every such drain shall be under 
the survey and control of the Vestry or Board ; and the 
Testry or District Boai-d shall make their order in relation . 
to the matters aforesaid, and cause the same to be notified 
to the .person from whom such notice was received within 
Beven days after the receipt of saoh notice, and in default 
of such notice, or if such house, building or drain, or 
branches thereto or other connected works and apparatus 
and water supply, be begun, erected, made or provided in 
any respect contrary to any order of the Vestry or Board 
made and notified as aforesaid, or the provisions of this 
Act, it shall bo lawful for the Veatry or Board to cause 
such house or building to be demolished or altered, and to 
cauae such drain or branches thereto and other connected 
works and apparatus and water supply to be relaid, 
amended, or re-made, or, in the event of omission, added, 
as the case may require, and to recover the expenBea 
thereof from the owner thereof in the manner hereinafter 
provided. 

LXXVII. It shall be lawful for any person, at his own Power to 
expense, to make or branch any drain into any of the ^jSfioi 
sewers vested in the Metropolitan Board of Works or jany ■*"=" 
Vestry or District Board under this Act, or authoriswi to tj Meiro. 
be made by them under this Act, such drain being of such f^'J5^ , 
a size, and of such conditions, and branched to such sower, vcstryor 
in such a manner and form of communication in all S,',l^'°?.„. 
rMpects as the Vestry or Board shall direct or appoint ; 
and in case any person make or branoh any drain into any 
of the said sewers so vested in the Veatry or Board, or 
authorised to be made by them under this Act, of a larger 
size, or of different conditionj, or in a different manner and 
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fona of communication than shall be directed or appointed 
by the Vestry or Board, every person ao offending shall 
for every euch offence forfeit a Bum not esceeding fifty 
pounds. 

LXXXII. It shall be lawful for any such Teatry or' 
Board, or for their surveyor or inspector, or such other 
person as they appoint, to inspect any drain, water-oloaet, 
privy, cesspool, or water supply apparatus, or sinks, traps, 
syphons, pipes, or other works or apparatus connected 
therewith, wiihin the parish or district of such Vestry or 
Board, and for that purpose, at all reasonable times in the 
daytime, after twenty-four hours' notice in writing has 
been given to the occupier of the premises to which such 
drain, water-closet, privy, cesspool or water supply 
apparatus, or other connected works or apparatus as 
aforesaid, is attached, or left upon the premises, or in case 
of emergency without notice to enter, by themselves, or 
their surveyor or inspector and workmen, upon any 
premises, and canso the ground to he opened in any plaoa 
they think fit, doing as Ettle damage as may be. 

LXXXV. If, upon such inspection as aforesaid, 
drain, water-closet, privy or cesspool appear to be ii 
order and condition, or to ireqnire cleansing, alteration 
amendment, or to be filled up, the Vestry or Board ' 
. cauae notice in wriiicg to be given to the owner or 
pier of the premises npon or in respect of which the 
inspection was made, requiring him forthwith, or within 
such reasonable time as shall be specified in such notice, 
to do the necessary works ; and if such notice be not 
complied with by the person to whom it is given the 
Vestry or Board may, if they think fit, execute such worta, 
and the expenses incurred by them in so doing shall be paid 
to them by the owner or occupier of the premises. 

CI. No vault, arch or cellar shall bo made under ani 
street without the consent of the Vestry or District Bo( 
of the parish or district in which the same is situate , 
all such vaults, arches and collars hereafter to be made 
within any parish or district mentioned in either of the 
Schedules (A.) and (B.) to this Act shall be substantially 
made, and so as not to interfere or communicate with any 
drain or sewer under the control of any Vestry or District 
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Board, or of the Motropolitftn Board of Works, without 
their oonaents respectively first obtained ; and if any 
vault, arch or cellar be taade contrary to this proyiBion 
it shall be lawful for the Vestry or District Board, or for 
the Metropolitan Board of Works, to fill up or alter the 
same, and the expenses incurred thereby shall be paid 
bj the owner of such vault, arch or cellar. 

CII. All vaulta, arches and cellars made either before vmi 
or after the commencement of this Act under any street [J,"^ 
in any parish or district mentioned in either of the ''y' 
Sohedules (A.) and (B.) to this Act, and all openings into '™°' 
the same ia any such street, ahall be repaired and kept in 
proper order by the owners or occupiers of the houses or 
buildings to which, the same respectively belong ; and in 
case any such vault, arch or cellar be at any time out of 
repair, it shall bo lawful for the Vestry or District Board 
of such parish or district to cause the same to be repaired 
and put into good order, and to recover the expenses thereof 
from such owner in the manner hereinafter provided. 

CV. In case the owners of the houses forming the rmvi 
greater part of any new street laid out or made or here- ^^y; 
after to be laid out or made, which is not paved to the 
Batisfaction of the Vestry or District Board of the parish 
or district in which such street or district is situate, be 
desirous of having the same paved, as hereinafter i 
tioned, or if such Vestry or Board deem it necessary or 
expedient that the same should be so paved, then and in 
either of such cases such Vestry or Board shall well and 
Bufficiently pave the same, either throughout the whole 
breadth of the carriageway and footpaths thereof, or 
part of such breadth, and ft'om time to time keep s 
pavement in good and sufficient repair ; and the owner 
the houses forming such street shall, on demand, pay to 
Buch Vestry or Board the amount of the estimated ex- 
penses of providing and laying such pavement (such 
amount to be determined by the surveyor for the time 
being of the Vestry or Board) ; and in oaao such estimated 
expenses exceed the actual expenses of such paving, then 
the difference between such estimated expenses and such 
I actual expenses shall be repaid by the said Vestry or 
[ Boai'd to the owners of houses by whom the said s 
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money has been paid ; and in case the aaid eetimated 
exponnes be less than the actual expenses of such paving, 
then the owners of the said houseB shall, on demand, pay 
to the said Vehtry or Board such further sum of money as, 
together with the sum already paid, amounts to snch 
aotual expensea. 

CXIX. If any porch, shed, projecting window, step, 
cellar door or window, or steps leading into any cellar or 
otherwiBO, lamp, lamp post, lamp iron, sign, sign poBt, 
sign iron, ehowboard, window shuttei-, wall, gate, fence, 
or opening, or any other projection or obstruction placed 
or made against or io front of any house or building after 
the Gommeucemeot of this Act, shall be an annoyance, in 
consequence of the same projecting into or being made in 
or endangering or rendering less commodious the passage 
along any street in their parish or district, it shall be 
lawful for the Vestry or District Board to give notice in 
writiug Io the owner or occupier of such house or building 
to remove sncb projection or ohetmction, or to alter the 
same in such manner as the Vestry or Board think fit; 
and HUch owner or occupier shall, within fourteen days 
after the service of such notice upon bira, remove such 
projection or obstrnction, or alter the same in the manner 
directed by the Vestry or Board ; and if the owner or 
occupier of any such house or building neglect or refuse, 
within fourteen days after such notice, to remove such 
projection or obstruction, or to alter the same in the 
manner directed by the Vestry or Board, he shall forfeit 
ajiy sum not exceeding five pounds, and a further sum 
not exceeding forty shillings tor every day during which 
such projection or obstruction continues after the expira- 
tion of such fourteen days from the time when he may 
be convicted of any offence contrary to the provisions 
hereof. 

CXX. It shall ho lawful for every Vestry and District 
Board, if any projection or obstruction which has been 
placed or made against or in front of any house or build- 
ing in any such street before the commencement of this 
Act shall bo an annoyance as aforesaid, to cause the same 
r to be removed or altered as they think fit. Provided 
always that the Vestry or Board shall give notice ili4 
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writing of anch intended removftl or ftlteration to the 
owner or occupier against or in front of wliose houae or 
building such projection or obalruction shall be, seven 
days before snch removal or alteration shall be c 
menced, and shall make reasonable compensation to every 
person who ahall incur any loss or damage by such re- 
moval, excepting in cases where the obstmction or projec- 
tion may now be removable under any Act, in which c 
BO compensation shall be made. 

CXXI. Every person who shall build or begin to bnild, H«»f^ 
or take down or begin to laie down, any house, building '^g lepai™. 
or wall, or alter or repair, or begin to alter or repair, the 
outward part of any hoiise, building or wall, shall, in all 
cases in which the footway ia thereby obstructed or ren- 
dered inconvenient, cause to be put up a proper and suffi- 
cient hoard or fence, with a convenient platform and 
handrail, if there be room enough for the same, to serve 
as a footway for passengers outside of such hoard or fence, 
and shall continue such hoard or fence, in such cases as 
afoi'esaid, with such platform and handrail, standing and 
in good condition, to the satisfaction of the Vestry or 
District Board of the parish or district in which such 
house, building or wall is situate, during such time as 
may be necessary for the public safety or convenience, 
and shall, in all cases in which the same is necessary to 
prevent accidents, cause such hoard or fence to be well 
lighted during the night; and every huch person who Pfnii'yon 
fails to put np such hoard or fence and such platform, b^i^ * 
with anch handrail as aforesaid, or who does not, whilst J 

the said hoard or fence is standing, keep the same well I 

lighted during the night, shall for every fsuch offence I 

forfeit a snm not exceeding five pounds, and a further sum ~ 

jiot exceeding forty shillings for every day during the 
tx)ntinuance of such default. 

CXXII. It shall not he lawfnl for any person to erect No hoard w 

or set up in any street any hoard or fence or scaffold for ^i,™!'*' 

any purpose whatever, or any posts, bars, rails, boards or 'A"?!^ '^"' 

other things by way of inclosnro, for the purpose of ritBtrici 

I malting mortar, or of depositing hricks, lime, rubbish or ^""^ 
L. other materials, without a license in writing hrst had 
(imd obtained from the clerk or surveyor of the Yostry or 
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District Board of the parieh or district in wbich such 
street is situate ; and every such, license ahall state the 
place where and the pui-pose for whioh such hoard or 
fence, scaffold or indosure is to be set up or made, and. 
the aize thereof, and the time for whioh it is to ' ~ 
permitted to continue. 

CSXIII. If any person erect or set up in any street 
any hoard or fence or scaffold for any purpose whatever, 
or any posts, bare, rails, boards, or other things by way 
of incloaure, for the purpose of making mortar, or of 
depositing bricks, lime, nabbish or other materials, with- 

Y out a license from the Vestry or District Board, or do any 
such act as aforesaid in any other manner than as per- 

e mitted by such license, or continue the same beyond the 
time stated in such license, or fail to Iteep any hoard, 
fence, platform or handrail in good repair, he shall for 
every such offence forfeit a sum not exceeding five poundE^ 
and a further anm not exceeding forty shillings for every 
day during the continuance of such offence ; and it shatt 
be lawful for the Vestry or Board to cause such board, 
fence, scaffold or incloeure to be pulled down, and the 
materials thereof, and also all the bricks, mortar, lime or 
other building materials, or other matters or things con- 
tained within any such inclosure, to be removed., and 
deposited in such place as the Vestry or Board may think 
fit, and to be kept until the charges of pulling down and 
removing the same be paid to the Vestry or Board ; and 
in case the same be not claimed and the said charges paid 
within the space of eight days next after such seizure 
thereof, it Bhall be lawful for the Vestry or Board to order 
the same to be sold, and by and out of the proceeds of 
Buch sale to pay such charges, rendering any surplus to 
the owner or other person bylaw entitled thereto; and 
in case the proceeds of such sale be insufScient to cover 
such charges, and the charges of selling and disposing of 
such materials, matters and things, the deficiency shall 
be repaid by the owner of such materials, matters and 
things to the Vestry or Distriot Board on demand. 
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Bgelaies. 
ecu. The Metropolitan Boftrd of Worka, and every pow« to 
District Board and Vestry reapectiTely, may from time to aJifrt^f 
time make, alter and repeal byelawa for all or any of the ^i'"? '" 
purposes following: (that is to say) for regnlating the i 
business and proceedings at their meetings and of com- 
mittees appointed by them, the appointment and removal 
of their offic^re and servants, and the duties, conduct and 
remuneration of such oflicers and pervanta ; and the said 
Metro ])olitiin Board may also from time to time make, 
alter and repeal tyelaws for regulating the material of 
the pavement and roadway of new streets and roads, and 
for regulating the dimensions, form and mode of conalruc- 
tion, and the keeping, cleansing and repairing of the 
pipes, drains and other means of oommunicating with 
Bewers, and the traps and apparatus connected therewith ; 
for the emptying, cleansing, closing and filling up of 
CBsapoola and privies, and for other works of cleansing, 
and of removing and disposing of refuse, and fur regulat- 
ing the form of appeal and mode of proceeding thereon, 
and generally for carrying into effect the purposes of this 
Act; and every such Board and Vestry may thereby 
impose such reasonable penalties as they think fit, not ' 
exceeding forty shillings for each breach of such byelaws, h 
and in case of a continuing offence a further penalty not 
exceeding twenty shillings for each day after notice of the 
offence from the Board or Vestry ; provided always that p 
under every such byelaw it ahall be lawful for the J' 
Justices before whom any penalty imposed thereby is J 
sought to be recovered, to order the whole or part only of 
such penalty to be paid, or to remit the whole penalty ; 

Provided also that no byelaws shall be repugnant to the 
awe of England or to the provisions of this Act ; and that 
no byelaw shall be of any force or effect unless and until 
the same be submitted to and confirmed at a subsequent 
raeeting of tho Board or Vestry; provided alao that no 
penalty shall be imposed by any such byelaw unless the 
same be approved by one of Her Majesty's principal 
Secretaries of State. 

CCIII. All byelaws made and confirmed as aforesaid ii 
paTBuancQ of this Act shall be printed, and hung up 
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the principal office of the Board or Vestry, and be open to 
public inspection without payment, and oopies thereof 
shall be delivered to any person applying for the same, on 
payment of such sum, not exceeding twopence, as the 
Board or Yestry shall direct ; and such byelaws, when so 
published, shall be binding upon and be observed by all 
parties, and shall be sufficient to justify all parties acting 
under the same ; and the production of a printed copy of 
such byelaws, authenticated by the seal of the Board or 
Vestry, shall be evidence of the existence, and of the due 
making, confirmation and publication of such byelaws, in 
all proscutions under the same, without adducing proof of 
such seal or of the fact of such confirmation or publication 
of such byelaws. 

Provisions for Protection of Property and Works of Metro- 
politan and District Boards and Vestries, and preventing 
Obstruction in Execution of Works, 

CCIV. No building shall be erected in, over or under 
any sewer vested in the Metropolitan Board of Works, or 
in any Vestry or District Board, without their consent 
first obtained in writing, and if any building be erected 
contrary to this provision the Board or Vestry in whom 
such sewer is vested may demolish the same, and the 
expenses incurred thereby shall be paid by the person 
erecting such building. 



[THE METROPOLIS LOCAL MANAGE- 
MENT ACTS AMENDMENT ACT, 
1862. 

25 & 2{! Vict. c. 102. 

Sections 74, 75, 76, 85, 87, 03 and 99 of this Act are 
repealed. I give the Clausca in force relating to building. 

LXI. The aeventy-aeventli section of the firtitly-recited EegiiBtiom 
Act is hereby rejiealed; and in lieu thereof be it enacted J^j^® 
that no person shall make or braooh any sewer or drain, iawHwera 
or make any opening into any sewer vested in the Metro- 
politan Board of Works, or in any Vestry or District 
Board, without the previous consent in writing of such 
Board or Vestry : pruvided that it shall be lawiul for any 
person with such consent, at his own expense, to make or 
branch any drain into any sower vested in such Board or 
Vestry, or authorised to bo made by them or either of 
them under the iirstly-reoitetl Act or this Act, such drain 
being of such size, materials and other oonditions, and 
branched inlo such sewer iu such manner and foi-m of 
oommunication in all respects as the Board or Vestry 
shall direct or appoint : provided also that whei-e any 
contribution to the cost of a sewer is payable in respect of 
drainage into the same, it shall not be lawful for any person 
to make or branch any drain into such sewer, except in 
conformity with the directions of the Board or Veatry in 
^i?hom the same shall be vested with respect to payment 
of contribution under the provisions contained in the 
firstly-recited Act and this Act in that behalf; and in 
case any person, without the consent of the said Metro- 
politan Board, District Board or Vestry hs aforesaid, 
make or branch, or cause to be made or bi-anched, any 
sewer or drain, or make any opening inlo auyof theaeweis 
vested in any such Board or Vestry, or authorised to be 
made by them as aforesaid, or if any person make or 
branch, or cause to be made or branched, any drain of a 
different construction, size, material or other conditions, 
N 2 
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or in another manner or form of communication than shall 
be directed or appointed by each Board or Vestry, every 
person ao offendiog shall for every suoh offence forfeit a, 
sum not exceeding fifty pounds ; and the Board or Sesttv ■ 
may out off the connexion between such drain and their \ 
Bewor, or if thoy shall see fit execute the necesBary works ^ 
for making the t-aid drain conformable to their regulations 
or directions at the oxpense of the person making such 
drain or oauaing the same to be made, Biich espensee to he 
recovered either by action at law or in a an 
before a Justice of the Peace, at the optio 
or Vestry. 

whftfMr- LXIV. Whereas by the seventy- third, seventy-fonrth, | 
lo'cuT?-™! seventy-sixth, eighty-firi-t, eighty-fifth and eighty-aixth 
^impnr- gections of the firstly-recited Act, certain works, matters 
urder of and things are required to be constructed, made or 
Vmitt'w executed on the requisition of Vestries and District Boards 
rwovtr hy the owners or occupiers of the premises therein referred 

jn the' works, to ; and in case any such owner or occupier refuse or 
neglect to commoTico, proceed with or complete the siime, 
as the oase may be, the Vestiy or District Board are 
authorii^d to perform and execute such works, matters 
and things, and recover the costs incurred thereby in 
manner therein pivivided : be it enacted, that in case of 
any such neglect or default by any person or persons to 
comply with the order of any Vestry or District Board to 
execute any works, matters or things under any of the 
said provisions, the person or persuns so offending shall 
forfeit and pay to the Vestiy or District Board a sum not 
exceeding five pounds, and also a further sum not exceed- 
ing forty shillings for every day dnring which such 
ofi'ence shall continue, to be recovered by action at law or 
before a Justice of tlie Peace in a summa'y manner, at 
the option of the Vestry or Dialrict Boind ; and the 
Vestry or District Buard may at their discretion either 
execute or perform any such works, matters or things, 
and recover the costs and expenaes thereof from the owner 
of the property as aforesaid, or proceed fur and recover 
the said penalty or penalties; but nothing herein con- 
tained shall render any person or persons liable to be pro- 
ceeded against for the penalty as well as for the costs and 
expenses of the works. 
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AMENDMENT ACT, 1862. 

LXVI. Whereas oertain property within the limita of Tempomrj 
the metropolis ia ao situate as to render it impracticable, or K™)!'"™ o 
practicable only at undue espenae, to connect such 
property with covered sewers, and it is expedient that 
somo temporary provision should be made for draining 
such property and abating the nuisanoeB existing thereon 
or caused thereby ; be it therefore enacted, that in any 
case in which any house or other building, whether 
erected before or after the passing of this Act, ia without 
sufficient drainage, and there is no proper sewer within 
two hundred feet of any part of such house or building, it 
shall be lawful for the Vestry or District Board of the 
parish or district in which such house or building is 
situate, by notice in writing to require the owner of such 
house or building to construct and lay from such house or 
building a covered drain to lead therefrom into a covered 
wat^r-tight cesspool or tank or other suitable receptacle, 
not being under a house or within such distance front a 
house as the Vestry or Board shall direct, and to construct 
BHoh cesspool, tank or receptable ; and the several pro- 
visions in the firstly-recited Act with respeot to the 
laying of house drains at the expense of the owners of 
property, and the recovery of such expenses of, and the 
penalties for any omission in respect to the performance 
of any such works pursuant to the orders of Vestries or 
District Boards in accordance with the directions of the 
Raid Act, shall be extended to and apply to the making of 
such cesspools, tanks, receptacles and drains, and the 
orders of Vestries and District Boards in relation tliereto 
and the expenses thereof. 

LXVIII, Every person who shall knowingly erect or [ 
place any building, wall, bridge, fence, obstruciion, annoy { 
ance or encroachment in, upon, over or under any sewer 
under the Jurisdiction of the Metropoliton Board of 1\ o ks t 
or of any Vestry or Distriot Board, and every person ob- ■ 
structing, filling in or diverting any sower or drain under 
the jurisdiction, survey or control of the Metropolitan 
Board, or of any Veatry or District Board, without the 
previous consent in writing of the Board or Vestry in 
whom the same may bo vested, shall, in addition to any 
other proceeding to which he may be liable therefor, 
forfeit and pay to such respective Board or Vestry a sura 
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not exceeding twenty poimds for every auoh offence ; 
the Board or Vestry may demolish and remove any suohl 
building, wall, biidge, fence, obetrnction, annoyance or 
encroaahment, and perform any works neceBsary for 
reetoring or reinstating the sewer or other wort or thing 
damaged ; and the party erecting such building, wall, 
bridge, fence, or caasing Bniih obBtviiotion, annoj-ance or 
encroachment, shall also pay the expense of removing and 
abating them respectively, and of re-opening, restoring, 
repairing or reinstating any sower or drain obatmcted, 
filled in, closed up or diverted ; and in case of a continu- 
ing offence in any of the cases aforesaid the offender shall 
be liable to a further penal^, not exceeding five pounds, 
for each day after notice thereof from the Metropolitan 
Board of Works, or from the Vestry or District Board, to 
bo i-ocovered by action at law or before any Justice of the 
Peace by a summary proceeding, at the option of the 
Board or Vestry : provided always that nothing herein 
contained shall extend to prevent or impede the mainten- 
ance, repair or renewal of any buildings or works under 
which a sewer or drain baa been constructed, but so, 
nevertheless, that such buildings or works shall not 
injure or obstruct the said sewer or drain, 

I'tniUyon LXIX. Any person who shall take up, remove, demolish 

S'Sgring oi" otherwite intei fu-re with any sewer or part of a sewer 
wiih leitere. vested iu the Metropolitan. Board of Works, or in any 
Vestry or District Boarii, without the previous permission 
in writing of such Board or Vestry, or who shall wilfully 
damage any eewer, bank, defence, wall, penstock, grating, 
gully, side entrance, tide valve, flap, work, or thing vested 
in the Metropulitan Board or any Vastry or District 
Board, or do any act by which the drainage of the 
nketropolis or any part thereof may be obstructed or in- 
jured, shall for every such, offence forfeit and pay to thft 
said Metropolitan Board of Works, or to the Vestry or 
District Board aggrieved by any such act, for every such 
offence a sum not exceeding twenty pounds, and shall also 
pay ta such Board or Vestry all the espenaes of repairing, 
restoring, reinstating or amending any sewer or other 
work or thing so taken up, removed, dtanolished, damaged 
or interfered with, to be recovered by action at law or 
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before a Jiistioe of the Peace by a trammary proceeding, 
at the option of the Board or Vestry. 

LXXXVITI. If any person ahall, without having given penrnm 
the notice directed by the seventy-sixth section of the ""','n",f|, 
firstly-recited Act, begin to lay the foundation of any new r«qnir«i i 
house or building within any parish mentioned in Schedule ^,j™ H 
A of the said Act, or any district in Schedule B of the said vicl c v. 
Act, or to make any drain for the purpose of draining p^^" 
either directly or indirectly into any sewer under the 
jurisdiction of the Voatry or Board of such parish or 
district, ho shall become liable to a penalty for every such 
offence not exceeding five pounds, and to a continuing 
penalty of forty shillings for each and every day during 
which ho shall omit to give the notice directed by the 
Bald Act. 

SCVI. The two hundred and seventeenth, two hundred vestty a 
and eighteenth and two hundred and nineteenth sections {Jlf^'J^^^j 
of the firstly-recited Act are hereby repealed ; and in lieu ipgnire p 
thereof be it enacted, that it shall be lawful for any "r™i^'5 
Vestry or District Board, at their discretion, to require ^^"^"J"; 
the payment of any costs or expenses which the owner bih1i™u| 
of any premises may be liable to pay under the said §^n°frr 
recited Act or this Act, either from the owner or from any rem. 
person who then or at any time thereafter occupies such 
premises, and such owner or occupier shall be liable to 
pay the same, and the same shall bo recovered in manner 
authorised by the recited Act and this Act; and the 
owner shall allow such occupier to deduct the sums of 
money which he so pays out of the rent from time to time 
Incoming due in respect of the said premises, as if the 
same had been actually paid to such owner as part of such 
rent: provided always that no such occupier shall be 
required to pay any further sum than the amount of rent 
for the time being due from him, or which, after such 
demand of such costs or expenses from such occupier, and 
after notice not to pay his landlord any rent without first 
deducting the amount of such costa or expenses, becomes 
payable by such occupier, unless he refuse, on applicalioa 
being made to him for that purpose by or on behalf of the 
Vestry or District Board, truly to disclose the amount of 
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his rent, and iJie name and address of the person to ivhom 
snch rent is payable, bnt the burden of proof that the sum 
demanded from any such occupier is greater than the rent 
due by bim at the time of such notice, or which has ^oe 
aocrued, shell lie upon such occupier : provided also that 
nothing lieieia contained shall be taken to affect any 
contract made or to be made between any owner and 
occupier of any house, building or other projierty whereof 
it is or toay be agreed that the occupier ehalt pay and 
discharge all rates, dues and sums of money payable in 
respect of such house, building or other properly, or to 
affect any contract whatsoever between luidlord and 
tenant. 

XCVII. If the owner or landlord of any premises from 
whose rent any amount shall be deducted in respect of 
any coats, charges or expenses payable under the firstly- 
recited Act or this Act, shall hold the premises in respect 
of which ihe amount of fiuch costs, charges or expenses 
shall be pitid at a rent not less than the rack-rent, he 
shall be entitled to deduct the whole amount paid by him ., 
on account of such costs, charges or expenses from thaj 
rent payable by him to his superior landlord ; and i " 
holds at a rent less than tlie rack-rent, he tihull be entitled 
to deduct from the rent so payable by him. e 
the same proportion to the amount so paid by him 
account of such costs, charges, or expenses as hie rent 
shall bear to the rack-rent ; and if the owner or landlord 
from whose rent any deduction be made under the pro- 
visiun lust aforesaid be himself liable to the payment of 
rent for the premises in respect of which the deduction 
shall be made, and ho'd such premises for a, term of which 
less than twenty-one years shall be nncKpired, hut not 
otherwise, he may deduct from the rent bo payable by 
him a sum beariug the same proportion to the sum de- 
ducted from the rent payable to him as the rent payabla 
by him shall bear to the rent payable to him, and so on in 
succession with respect to every landlord of the same 
premises both receiving and liable to pay rent in respect 
thereof, and holding the same for a term of which less 
than twenty-one years shall be unexpired as aforesaid ; 
provided always that nothing herein contained shall be 
construed to entitle any person to deduct from the rent 
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payable by him more than the whole sum deducted from 
the rent payable to him : provided also that nothing 
herein contained shall be taken to aifect any contract 
made or to be made between any owner or occupier of 
any house, building or other property whereof it is or 
may be agreed that the occupier shall pay and discharge 
all rates, dues and sums of money payable in respect of 
such house, building or other property, or to affect any 
contract whatsoever between landlord and tenant. 



THE METROrOLTS MANAGEMENT ANfiJ 
BUILDING ACTS AMENDMENT ACT.j 
1878. 

41 & 42 Vicr. c. 32. 

An Act to amend the Metropolig Management Act, 1855, the 
Metropolitan Building Act, 1855, and the Acta amending 
the same respectively. 

[22nd July, 1878.] 

WHEREis the provisionB of the neyeral Acta now in foroe 
within the metropolis are inanfficient for duly regulating 
the erection and extension of houses and buildings in 
clnae proximity to cortain roads, paasagea and ways, and 
it ia expedient that for such purpose further and better 
provisions should be made ; 

And whereas with a view to protect the public frequenting 
theatres and ai«sio halla within the metropolis from 
danger from firo it is expedient that proviBiona auch as 
are in this Act contained should be made for empower- 
ing the Metropolitan Board of Works (in this Act re- 
ferred to as "the Board") to cause alterations in 
existing theatres and miiaic halis to be made in. certain 
cases, and to make regulations with respect to the 
position and structure of new theatres and certain new 
rail sic halls : 

And whereas it is expedient to make provisions with 
respect to the making, filling up and preparation of the 
foundations and sites of houses and buildings to be 
erected within the metropoUa, and with respect to the 
quality of the snhatances to be used in the formation or 
construction of the sites, foundations and walla of HQoh 
houaes and buildings with a view to the stubility of the 
same, the prevention of fires and for purposes of health ; 

An! whereas it is expedient to make further and better 
provisions with respect to the payment of expenses 
incurred by the Board in relation to dangeroua 
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[ And whereas for the purpoaa aforesaiii it is expedient to 
amend the Metropolia Management Act, 1865, the 
Metropolitan Biiilding Act, 1855, and the Acts amending 

I the same respectively : 

, Be it therefore enacted by the Quoen'a moat escellent isftiAVict 
Majesty, hy and with the advice and consent of the '■'^:. „■ , 
Lorda Spiritual and Temporal, and Oommona, in this c. laj. 
present Parliament asaemhled, and by the authority of 
the same, as follows ; (that is to say) — 

Preliminary. 

I. This Act may be cited for all purposes as the short xiue. 
Metropolis Management and Building Aots Amendment 
Act, 1878. 

II. This Act shall estend and apply to the Metropolis Limitsoi 
as defined by the Metropolis Management Act, 1855. v^'o.Im. 

III. This Act shall consist of three Parts. f^'f^° "f 

Taut I. 

V. The Metropolia Management Act, 1855, and the Acts Metropoita 

amending the same, and this Part of this Act shall be acb'mS™' 

oonstmed together as one Act ; provided always that J'f'"?^''^ 

nothing in this Act shall be held to Umit or restriut the codaimsd u 

powers now veated in the Commissioners of Sewors of the "'" *"'' 

city of London, or in any body or person elsewhere within ]?^a^ ""'■ 

the metropolis, by an Act passed in the session of Parlia- b7 aea. in, 

ment held in the fifty-seventh year of the reign of King '■^^^■ 
George the Third, intituled " An Act for better pavin;?, 
improving and regulating the streets of the Metropolis, and 
removing and preventing nuisances and obstruo lions 
therein." 

XT. Whenever it appears to the Board that any house Puncrio 

or other place of public resort within the metropolis which ^Siain'ciBea 

was at the time of the passing of this Act authorised to be lo reqains 

kept open for the public porrormanco of stage plays, and ot"^^" 

which is kept open for such purpose, under the authority "^F^J?!? 

of letters patent from Her Majesty, her heirs and successors mv^ at the 

or predecessors, or of a license grauted by the Lord "^°'o^ 

Chamberlain of Her Majesty's Household for the time Kib Aetata 

being, or by Justices of the Peace, or that any house, room JI^jfj,ai 

or other place of publig resort within the metropolis, con- defects. 
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taining a euperficial area fur tlie accommodation of tht 
public of not less than five hnudred square feet, whiob^ 
was at the time of tlie passing of this Act authorised to be 
kept open, and which is kept open, for dancing, mtisio or 
other public entertaionient of the like kind, nnder the 
authoiity of a license gianted by any court of quarter 
sessions, is bo defective in its structure that special danger 
from fire may result to the public frequenting the same, 
then, and in every such case the Board may, with the 
consent of tho Lord Chamberlain in the case of theatreB 
under his jurisdiction, and of Her Majesty's prinoipal 
Secretary of State in all other cases, if in the opinion of 
the Board such structural defects can be remedied at a 
moderate expenditure, by notice in wriiing require the 
owner of such house, room or other place kept open for 
any of the purposes aforesaid, under such authority as 
aforesaid, to make such alterations therein or thereto u 
may be necessaiy to romody such defects, within a reason- 
able time to be specified in such notice : and in case snoh 
owner fails to comply with the requirements of such notice 
within such reasonable time as aforesaid, he shall be liable 
to a penalty not exceeding fifty pounds for such default, 
and to a further penalty of five pounds for every day after 
the first day after the expiration of such reasonable time 
as aforesaid during which such default continues: pro- 
Tided always that any such owner may, within fourteen 
days after the receipt of any such notice as aforet^aid, serve 
notice of appeal against the same upon the Board, and 
thereupon such appeal shall be referred to an arbitrator to 
he appointed by Her Majesty's First Commissi oner of 
Works at the request of either party, who shall hear and 
determine the same, and may, on such evidence as he may 
think satisfactory, either oonfi.rm the notice served by the 
Board, or may confirm the same with such modiSoations 
as he may think proper, or refuse to coufirm the same, and 
the decision of such arbitrator with respect to the require- 
ments contained ia any such notice, and the reasonableness 
of the same, and the persons by whom and the proportions 
in which the costs of such arbitration are to be paid, shall 
be final and conclusive and binding upon all parties. 

In case of an appeal against any such notice, com- 
pliance with the requirements of the same may be post- 
poned until after the day upon which such appeal shall 
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oided as aforesaid, and the aame, if confirmed in 
whole or in part, shall only take efiect as and Irom such day. 

XIL The Board may from time to time make, alter, Pqw 
Tary and amend Buch regulatione as they may think ex- ^^^ 
pedieot with respect to the requirements for the protection i""" 
from fire of houaea or other places of public resort within "p^ 
the metropolis, to bo kept open for the public performance "^ 
QfBtageplaya,and of houses, roomsorotherplaces of public hl"i 
resort within the metropolis, containing a auperflnial area I*™ 
for the accommodation of the public of not less than five 
hnndred square feet, to be kept open for public dancing, 
music or other public entertainment of the like kind, 
under the authority of letters patent from Her Majesty, 
her heirs or Buooessors, or of li::ensea by the Lord Cham- 
berlain of Her Majesty's Household, or by any Justices of 
the Peace, or by any court of quarter sessions, which may 
be granted for the first time after the passing of this Act ; 
and may by such regulations prescribe the requirements as 
to position and structure of such houses, rooms or places of 
pnlDlio resort which may, in the opinion of the Board, be 
necessary for the protection of all persons who may fre- 
quent the same against dangers from fires which may 
arise therein or in the neighbourhood thereof; provided 
that the Board may from time to time in any Bpecial case 
dispense with or modify such regulations, or may annex 
thereto conditions if they think it necessary or expedient 

The Board shall, after the making, altering, varying or 
amending of any such regulations, cause tlie same to be 
printed, with the date thereof, and a printed copy thereof 
shall be kept at the office of the Board, and all persona 
may at all reasonable times inspect such copy without 
payment, and the Board shall cause to ho delivered a 
printed copy, authenticated by thoir seal, of all regulations 
for the time being in force to every person applying for 
the same, on payment by such person of any sum not ex- 
ceeding five shillingB for every such copy. 

A printed copy of such regulations, dated and authenti- 
cated by the seal of the Board, shall be conclusive evidence 
of the existence and of the due making of the same in all 
proceedings under the same, without adducing proof of 
such seal or of the fact of such making. 
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From antl after the making of any b 
ehftU not be lawful for any person to have or keep opeal 
any such houae, room or any other place of public reBort 
for any of tlie purjxiBeB aforesaid, unless and until the 
Board prant to such person a certificate in writinff under 
their seal, to the effect that Buch house, room or other 
place was on its completion in accordance with the regu- 
lations made by the Board in pursuance of the proviBions 
of this Act for the time being in force, and in so far aa 
the same are applicable to such house or other place, and 
to the conditions (if any) annexed thereto by the Board. 

In case any such house, room or place of public resort 
is opened or kept open by any person for any of the 
purposes aforesaid, oonlrary to the proviaiouB of this 
enactment, such person shall be liable to a penalty not 
exceeding fifty pounds for every day on which such 
house or place of public resort is so kept open as aforesaid. 

XIII. A person interested in any premises about ti 
constructed, or in course of construction, which are 
eigned to he licensed and used within the metropolis foc^ 
the public performance of stage plays, or for publio ' 
dancing, music or other publio entertainment of the like 
kind, may apply to the licensing authority for the grant 
of a provisional license in respect of such premises. The 
grant of such provisional license shall, in respect of the 
discretion of the licensing authority and procedure, bo i 
Bubject to the Bame conditionB as those applicable to the / 
grant of a like license which is not provisional. A pro- 
visional license so granted shall not be of any force until it 
has been confirmed by the licensing authority ; but the 
licensing authority shall confirm the same on the produc- 
tion by the applicant of a certificate by the Board that 
the construction of the premises has been completed in 
accordance with the regulations and conditions made by 
the Board as hereinbefore provided, and on being satisfied 
that no objection can be made to the character of the^ 
holder of Buch proviaional license. 

Part III. 

XXI. The architect of the Board, and any other p 
authorised by the Board in writing under their seal, may, 
at all reasonable times aVtei com-glatian or during ooii<s 
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\ etniotion, enter and inspect any house, room or other by Bonrd 
plaoe kept open or intended to bo kept open for the pnblio turvtjor m 
performance of stage playe, or for public dancing, ninBio f""' "^ 
or other public entertainment of the lite kind affected by ttiea^, 
any of the pruvisiona of this Act, or of any regulations ^JJfj'n'"''"' 
made in pursuance thereof; and if any person refuses to andBorks. 
admit such architect or person, or to afford him all reason- 
able assistance in such inspection, in every such case the 
person so refusing shall incur for each offence a penalty 
not exceeding twenty pounds. 

XXII.* For the purpose of complying with the re-^J^"*"^ 
quirements of any notice or order Eei"veii or made m emer 
under the provisions of this Act, on any owner, builder ^J||^^"tb 
or person, in respect of any house, building or other "uHkb or 
erection, room or place, such owner, builder or pers'^n, °'^"' 
his servants, workmen and agents, may, after giving 
seven days' notice in writing to the occupier of such 
house, building or other erection, room or place, and on 
production of such notice or order, enter auch honse, 
building or other erection, room or place, and do all such 
works, matters and things therein or thereto, or in con- 
nection therewith, as may be necessary; and if any person 
refuses to admit such owner, builder or person, or his 
servants or workmen or agents, or to afford iheni all 
reasonable assistance, such person shall incur for each 
offence a penalty not exceeding twenty pounds. 

XXIII. Every penalty imposed by Pai't I. and Part III. ^'^^^"^ 
of this Act may be recovered by summary proceedings 
before any Justice, in like manner and subject to the like 

right of appeal as if the same were a penalty recoverable 
by summary proceedings under the Metropolis Manage- 
ment Act, 1855, and the Acta amending the same ; pro- la * 19 vici 
Tided always that in any proceedings against any person ?„'|°;oy. 
for more than one pi*nalty in respect of one or more breach t in. 
or breaches of any proviHion of this Act or of any byelaw 
made in pursuance of this Act, it shall be lawful to include 
in one summons all such penalties, and the charge for 
BUch Bunimone shall not exceed two shillings. ^^™ 

XXIV. Her Majesty's royal palaces, and all building, 1 



k ■works and ground excepted from the opei-ation of the a"iJ'^°3J( 
* This sectiua fa repealed ho far as it ruktea to any notice or ib^s. ^^t 
order served or marie nnder any pruvisiuii reptalcd by llio Londuu '^ * ^^| 
BoildiDg Act, 18»4. "^ ^^^1 
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Metropolis Management Act, 1855, and the Acts a 
the same, or of any of the said Acta, shall be excepte 
from tlio operation of the provisions of this Act which are ' 
to be construed with, such Aclx, and all exemptions from 
the proviniona of any of the said Acts shall extend to such 
of the (irovisioDH of this Act as are to be oonstrued as 
aforesaid with such Acts. 
All not to XXVI. Nothing in this Act shall apply to the Inner 
idSlSd'" Teniiib, the Middle Tomple, Lincoln's Inn, Gray's Inn, 
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igrighu XXVII. Nothing contained in this Act shall apply to 
IE Crown or shall authorise or empower the Board, or any Vefltry,, 
i/of District Board or district surveyor, to take, use, or in any 
■"""■- manner interfere with any land, soil, tenements or hera- 
ditamenta, or any rights of whatsoever nature belonging' 
to or enjoyed or exercisable by the Queen's moat Excellent 
Majesty in right of her Crown, or in right of her Dnchy 
of Lancaster, without the consent in wriling of the Com- 
missioners for the time being of Her Majesty's Woods, 
Forests and Land Revennea, or one of them, on tehalf rf 
Her Majesty, in right of her Crown, fiist had and ol>- 
tained for that purpose (which consent such Commi»- 
sioners are herehy respectively authorised to give), or 
■without the consent in like manner of the Chancellor of 
the said Duchy, on behalf of Her Majesty, in right of her 
said Duchy; neither shall anything contained in this Act, 
or in any byelaw thereunder made, extend to, divest, 
take away, prejudice, diminish or alter any estate, right, 
privilege, power, or authority vested in or enjoyed or ex- 
erciaable by the Queen's Majesty, her heirs or successors, 
in right of her Crown, or in right of her said Duchy ; and 
nothing contained in Part I. of this Act shall apply to the 
extension of Savoy Street or the bridge which the Chan- 
cellor and Counoil of the said Duchy are hy the Metro- 
^39 vici. ppiij^n Board of Works (Various Powers) Act, 18T5, 
empowered to make and constraint, or to any honso or 
building within the precinct of the Savoy, or upon the 
land mentioned in section six of the last-mentioned Act, 
constructed or extended after the passing of this Act, in 
or abutting upon any road, passage or way existing, 
formed or laid oat at the time of the passing of this Act. 
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THE LONDON COUNCIL (GENERAL 
POWERS) ACT, 1890. 

The folloviirtg Section (32) of the London Council (General 
Powers) Act, 1890, 53 & 54 Vict. c. 213, ia the only 
one remaining in force relating to Building, 

XXXII. Every peraon who ahall intend to build or take a. 
down any houiie, building or wall (not heinf; within the ^' 
City of London), within ten feet of any public thorough- 
fare, shall give notice of such intention to the Veetry or buiwing^r 
District Board of the parish or diairict in which Biivh flemoiiSihii! 
house, building or wall ia situafce, and shall, before com- '"™in'i^'p 
znencing to build or take duwu any such house, building, 
or wall, cause to be put up such hoard ov fence, with a 
convenient platform and handrail (if there be room 
enough), for the same to serve as a footway for pasaengera 
outside of such hoard or fence, as the Vestry or Distriot 
Board may think to be proper and sufficient, and shall 
continue such hoard or fence, and auch platform and 
handrail standing and in good condition to the satisfac- 
tion of the Vestry or District Board daring the building 
or takiug down of any such houae, building or wall, unless 
the Vestry or District Board shall give their consent 
in writing to ita previous removal, and shall, when required 
so to do by the Vestry or bistrict Board, cause such hoard 
iiF fence, and buch platform and handrail to be well lighted 
from snntiet to sunrise : 

Every peraon who fails to give such notice to the Vestry 
or district board, or who comnieuces to build or t^ikd 
down any such house, building or wall, without catiaing 
to be put up such hoard or fence with or without such 
convenient platform and handrail, or who does not con- 
tinue auch hoard or fence with or without such convenient 
platform and handrail in good condition to the aatiafac- 
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tion of the Vestry or District Board as aforesaid, or who 
does not when required so to do cause such hoard or fence 
with cr without such platform and handrail to be well 
lighted from sunset to sunrise, shall for every such offence 
be liable to a penalty not exceeding five pounds, and a 
further penalty not exceeding forty shillings for every 
day on which such offence shall continue after convio- 
tion thereof, buch penalties to be recovered by summary 
proceeding. 



THE METROPOLIS MANAGEMENT 
AMENDMENT ACT, 1890. 

53 & bi Vict, c 66. 

Aa Act to amend the Metropolis Management Acta. 

[I8th August, 18B0.] 

Bk it enacted by the Queen's most Esoellent Majesty, by 
and with tlie advice and consent of the Lords Spiritual 
and Temporal, and Commons, in this present Parlia- 
ment ahsembled, and by the authority of the same as 
folluwo : 

I. This Act may be cited for all purposes as the siiort 
Metropolis Management Amendment Act, 1890. 

II. In this Act— I^ifr 

"The Metropolis Management Acts" includes the """' 

Metropolis Management Act, 1855, and any Acts an. 

amending the same. 
Terms to which meanings are assigned by the 

Metropolis Manngement Acts have the same 

respective meanings. 
" The Council " means the London County Council. 

III. Any Vestry or District Board may from time to time pow«( 
execute any necessary works of repair upon any or any p^^^., 
part of any carriage road within their pariah or district 
whicb shall have been used for not le.ss than sis months 
for pulilic traffic and which may not at the time of such 
repair have become repairable by them, and shall not by 
undertaking ench repair prejudice or affect the powers of 
such Vestry or District Board to apportion and recover the 
expenses of paving such road or way if and when the same 
shall be paved as a new street under the Metropolis 
Management Acts. 

The expenses of and incident to such repair may in the 
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first instatice be paid Ly the Vestry or Distriot Board 
the hame tuauner as the expcnBea of repairing other etrei 
repairable by ihem, and ehall, as soon as may be thereafter, 
be apportioned iipou and recovered from the owners of the 
hoases aud land bounding or abutting on such road or 
pitrt thereof in the same manner as if such expenses 
were eipeuses of paving such road or part thereof aa a 
new street under the provisions of ihe Meiropolis Manage- 
meut Acts relative thereto, aud the amount of the 
espenses bo apjiortioued may be recovered by the VeBtry 
or District Board in a court of competent jurisdiction. 

Provided that no railway company shall be liable und«r 
this section to pay the pro])ortion of the expenses of and 
incident to such works of repair apportioned upun them ia 
respeot of lands abutting on any such road, and used 
solely as part of their line of railway and sidings, and 
having no direct communication with such road, and the 
amount apportioned upon any such company in respect 
thereof shull bo paid by the Vestry or Di&triot Board. 
But in the event of such company making a direct oom- 
muuication with suoh road before the same is taken over 
by the Vestiy or Dintrict Board, a just share of the said 
expenses shall be payable by such company to the Vestry 
or District Board, aud the amount of buch share shall, in 
case of difforonce between the railway company and the 
Vestiy or District Board, be fixed in a summary way by 
any metrop litan police magistrate in whose distiict such 
road shall bo wholly or partly situate, and shall be 
payable on demand to the Vestry or District Board. 

IV. Any person mating anj- sewer, or branching any 
sewer or drain into any sewer vested in tlie Council, 
without the approval in writing of the Council first had 
and obtained, or otherwise than in accordance with a pkn 
and section thereof approved hy the Council, or causiug 
any such sewer or drain to be so made or branched, shall 
be liable to a penalty not exceeding fifty pounds. 

The Council may by notice in writing to the owner or 
owners of the premises connected with tiie sewer or drain 
BO improperly made or branched, or (if there are no auoh 
premises) of the land in which it ia placed, require such 
owner or owners forthwith to remove such sewer or drain 
or to reconstruct the same at his or their ex-i'enBe to the 
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approval of the Council in acordance with the plan and 
eection approved as afurei^aJd, and in the event of SDcli 
owner or owEerw failing to c»mply willi the terms of siich 
requisition, such owner or owners, as the case may be, 
bhaU bo Ke vera II J liable to a penalty not exceeding five 
pounds for every diiy during which he or they shall fail 
, to comply therewith. And the Council may execute the 
r works required and recover the coeis and expeoees thereof 
i, court of summary jurisdiction from the person who 
shall have made or branched, or cammed to be made or 
branched, the sewer or drain, or from the owner or owners 
of the premises connected therewith, or (if Ihere are ni 
such premises) oFthe land in which it is placed. Provided 
that if tiie premises of more than one owner are at the 
time of the commencement of the wnrk by the Council 
, connected with any such eewer, the coats and espenaes 
thereof shall be apportioned amongst and recoverable from 
such owners in proportion to the rateable value of the 
premises respectively connected therewiih. 

Provided also that in the event of any such costs and 
expenses being paid to the Council by any such owner or 
owners, then such owner or owners shall be entitled to 
recover in a court of summary jurisdiction the amount so 
paid by them from the person who made or branched or 
caused such sewer or drain to be maile or biauched in 
manner aforesaid. 

V. Any person making any aewer or branching any i 
sewer or drain into any sewer vested in any Vestry or ^ 
JJistrict Boaid without the approi'al in writing of such i 
Vestry or biatrict Board first had and obtained, or other- ' 
wise than in at-cordance with the plan and section thereof, 
if any, approved by the Council uniltr the provisions of 
the Metropolis Management Acts relative thereto, or 
uauaing any such sewei- or drain to be so made or branched, 
shall be liable to a penalty not exceeding fifty poundi^. 
The Vestry or District Board concerned may, by notice in 
I writing to the owner or owners of the premises connected 
with the sewer or drain so improperly made or branched, 
or (if there are no suoh premises) of the land in which 
) forthwith 
r drain, or to reconstruct 
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their expense to the approval of such Vestry 
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District Board and in Bcoordanca with the plan ai 
approved aa aforesaid, and in the event of soch 
owners failing to oom|ily with the terms of such reqaisi- 
tioa, such owner or ownei's, as the case may be, shall be 
severally liable to a penalty not exceeding five ponnds for 
every day during which he or they shall fail to comply 
tlierewith, and the Vestry or District Board may execatia 
the works required and recover the costs and expenses 
thereof in a court of aiiramary jurisdiction from the person 
who shall have mada or branched, or caused to be niada or 
branched the sewer or drain, or from the owner or owners 
of the premises connected therewith, or (if there are 110< 
sueh premises) of the land in which it is placed. 

Provided that if the premises of more than one owner 
are at the time of the oommencement of the work by the 
Vestry or District Board connected with any such sewer, 
the costs and expenses ihereof shall be apportioned amongst 
and recoverable from such owners in proportion to the 
rateable value of the premises respectively connected 
therewith. 

Provided also that in the event of any such costs and 
espensea being p«id to the Ve^try or District Board by any 
such owner or owners, then such owner or owners shall be 
entitled to recover in a court of summary jurisdiction the 
amount so paid by them from the person who made or 
branched or caused such sewer or drain to be made ot^ 
branched in manner aforesaid. 
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VI. Subject to the provisions of this Act, it ehaU not be 
lawful after the passing of this Act to form or lay out, or 
to coramanoe to foim or lay out any street, road, passage 
or waj over land from which sand, gravel or other subsoil 
has been excavated or removed, until the site and subsoil 
of the street, road, passage or way has lieen properly 
levelled and made good to a aufScieut depth with stones, 
gravel or other suitable material to form a sound fouuda- 
tion, to the satisfaction of the Vestry or District Board, to 
bo expressed in writing, and it shall nut be lawful to 
eitcavate, remove or take away auy sand, gravel or subsoil 
from auy land upon which any street, road, passage or 
way has been wholly or in part tVumed or laid out, or upon 
which it is intented to form or lay out any street, TOaAf 
jiabsuge or way, except upon such oonditiuus ae to ths' 
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levelliog aad making a proper fonndation for the same as 
the Veatry of the pariah or Dietriot Board of the district 
may in writing impose. Provided that this Heotion shall 
not apply where no more sand, gravel or subsnil has been 
or is intended to be excavated, removed or taken away 
than is necessary to levul or form a foundation for the 
I>aving, metalling or flagging of any street, road, passage 
or way. If the Vestry or District Board shall refuse their 
approval in writing, or shall impose conditions, any com- 
pany or person disaatiafied with such refusal or with such 
conditions may, within seven days from the date of 
receiving notice of such refusal or of such oonditions, 
appeal to the Council, and such appeal shall stand referred 
to such committee of the Council as the Council may 
appoint, and such committee shall have power to oonfirm 
or reverse such refusal, or to vary the conditions imposed, 
or impose such conditions as they m.ay think fit, and their 
determination shall be final, and such committee may 
oi-der any coats of such appeal to be paid to or by the 
Vestry or District Board or person appealing. Any com- 
pany or person forming or laying out, or commencing to 
form or lay out, any street, road, passage or way, or 
excavating, removing or taking away any sand, gravel 
or subsoil C'lntrary to the provisions of this Act, or to the 
conditions imposed by the Vestry or District Board, or on 
appeal by the Council, shall for every such oifeuce be 
liable to a penally not exceeding five pounds, and to a 
further penalty nut exceeding twenty shillings for every 
day after the first during which the ofienoe is continued, 
or during which such excavation shall bo permitted to 
remain without the consent in writing of the Vesiry or 
District Board or on appeal of the Council. 

Provided always t)iat nothing in this i^ection contained 
shall apply to any road, passage or way formed or laid 
out or to be formed or laid out, and intended to be main- 
tained as a road, pacisage or wiiy not open to public use. 

Provided also that nothing in this section contained 
shall prejudice or affect any existing rights of the owners 
of property fronting or abutting on any street, road, 
passage or way, to excavate subsoil for the purpose of 
forming or constructing cellars, vaults, subways or 
basements in (3onneotioa with buildings erected on such 
property. 



VII. The surveyor of tbe Veatry or Dietrict Board, 
other oiEcer of the Vestry or Liatiict Board, or any officer 
«ipiiaii.ia appointed for that puipose 'ly the Cuimcil, shall take care 
■ftved, that the proviaions of the preceding section are complied 

with, and that any conditions impOKed by the Teatiy or 
District Board or the Councii in giving their coDBcnt in 
writing thereunder are observed. I 

i.imitnj VIIT. Except so far as relates to any sewers vested i^l 

oRirttt"" tli6 Council, none of the provisionB contained in this Aot" 
g'r/'f shall have any force or effect within the City of London. 

PsuTtiHind IX. Penalties and expenses under this Act may be sued 
MpEMM. fpy ^jji^ recovered either by the Council, or by tbe Veatry 
or District Board concerned, in the same manner as penalr | 
ties under the Metropolis Management Act, 1855, and thtf.S 
Acts amending the same. 

Eipcniei X. Any costs, charges and espenses incurred by th«l 

otAii, Council of and incidental to Iha preparing, applying foti 

and passing of this Act shall be paid by the Cot 
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THE PUBLIC HEALTH (LONDON) ACT, 
189L 

The follmomg Seeliont of tJie Public Health (Londm) Acl, 
1891, 54 & 65 Vict. c. 76, give provitiims as to the . 
occupation of underground rooms at dwdlings. 

Underground Booms. 

XCVI. 1. Any iindertiround room, which was not let i 
or occupied SBjiaratuly as a dwelling before the passing ' 
of this Act, shall not be bo let or occupied unlesd it « 
possesses the following requisites ; that is to say, jj 

(a) nnless the room is in every p*rt thereof at 
least seven feet high measured from the floor 
to the ceiling, anil has at least three feet of its 
height above the surface of the street or gi ound 
adjoining or noareKt to the room: provided 
that if the 'width of the area hereinafter 
mentioned is not lees than the height of the 
room from the flour to the said surface of the 
Btreet or ground, the height of the room above 
such surface may be less than three feet; but 
it shall not in any case be Icsa than one foot, 
and the width ol' the area need not in any case 
be more than six feet ; 
(6) nnlesB every wall of the I'oom is constrnctad 
with a proper damp course, and, if in contact 
'with the soil, is effectually secured against 
lampneas from th;it soil ; 

nIepB there is oulside of and adjoining the 
raoiu and extending along the entire frontage 
thereof and upwards from t-is inches below the 
level of the floor thereof an open area properly 
paved at least four feet wide in every part 
thereof: provided that in the area there may 
be placed steps necessary f ir access to the room, 
and over and across such area there may be 
steps necessary for access to any building above 



(c). 
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the underground room, if the Btepe in each 
CHBe be BO placed as not to be oyer or across 
any external window ; 

(d) unless the said area nnd the soil immediately 
below ibe room are effectually drained ; 

(e) nniees, if the room Las a hollow floor, the space 

beneath it is sufBcienlly ventilaled to the outer 

(/) unleBB any drain passing under the room is 
properly constructed of a gas-tight pipe ; 

(y) unless the loom is eflecimilly secured against 
the riHing of uny tffluvia or exhalation ; 

(A) nulesB there is appurti-nant to the room the uso 
of a wfiter-closet and a proper and BufGdent 
ash-pit ; 

(i) uuleBH the room is effectually ventilated ; 

(j) uoleBK the room Las a fire-place with a proper 
chimney or flue ; 

(i) unless the room baa one or mfire windows 
opening directly into the exiemal air with a 
total area olear of the exsh frames equal tu at 
ieaat one-tenth of the floor area of the room, and 
BO conatmoted that one half at least of each 
window of the room ca i be opened, and the 
opening in each ease exttnds lo the top of the 
window, 

2. If any person lets or ocoupieB, or continues to let, or 
knowingly suiferB to be occupied, any underground room 
contrary to this enactment, he shall be liable to a fine not 
BxceedinfT twenty shillings for every day during which the 
room continues to be so let or occupied, 

3. The foregoing provisions th^l at the expiration of 
sis months afiei' the commencement of this Act extend to 
underground rooms let or oicupied separately as dwellings 
before the pasting of this Act, except that the sanitary 
authoiity, either by general regulations providing for 
classes of underground rooma, or on the application of the 
owner of such room in any paitioular case, may dispense 
with or modify any of the naid requisites which involve 
the structural alteration of the building, if they are of 
opinion that they can properly do bo having due regard to 
the fitness of the room for human habitation, to the house 
accommodation in the distriut, and lo the sanitaiy condition 
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of the inhabitanta and to other oircumstiucea ; but any 
reqnisite which was reqnifed before the paj^sing of ibia Act 
shall not be so dispensed with or modified. 

4. The dispensatioTiB and modifications may be allowed 
either abs'Jutely or for a limitwl time, and maybe revoked 
and vaiied by the sanitary authority, and shall be recorded 
together with the reasons ia the minutes of the sanitary 
authority, 

5. If the owner of any room feela aggrieved by a 
dispensation or modification nnt being allowed as regards 
that room, he may appeal to the Local Government Board, 
and that Board may refuse the disnensation or modification, 
or allow it wholly or partly, as if tbey weie the sanitary 
anthnrity. Such allowance maybe revoked or varied by 
the Board, but not by the sanitary authority. 

6. Where two or more underground rooms are occupied 
together, and are not occupied in conjunction with anj' 
other room or rooms on any other floor of the same house, 
each of them shall bn deemed to be separately occupied as 
a dwelling within the meaning of this seetion. 

7. Evf ry undergronnd room in whioh a. person passes 
the night shall be deemed to be occupied as a dwelling 
within the meaning of this section ; and evidence giving 
rise to a probable presumption that some person passes the 
night in an underground room shall be evidence, until the 
oontni'y ia proved, that huch haa been the case. 

8. Where it is shown that any person uses an utider- 
ground rnom as a sleeping-place, it shall, in any proceed- 
ing under this section, lie on the defendant to show that 
the room in not separately occupied as a dwelling. 

8. For the purpose of this section the expression 
' underground room " includes any room of a house the 
surface of the fluor of which room ia more than three feet 
he surface of the footway of the adjoining street, or 
of the ground adjoining or nearest to the room, 

XCVII. 1, Any officer of a B'lni'ary authority appointed Enfon 

■ determined by that authority for the purpose shall, JjJjJ^ 

rithout any fee or reward, report to the sanitary anthorrty, gfomii 

such times and in such manner as the sanitary ™"°' 

I euthority may order, all cases in which underground 

r rooms are occupied contrary to this Act in Ihe district 

^ uf such authority. 
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2. Any such officer or any other person having reason- 
able grounds for believing that any underground room is 
occupied in contravention of this Act may enter and inspect 
the same at any hour by day ; and if admission is refused 
to any other person other than an officer of the sanitary 
authority the like warrant may bo granted by a Justice 
under this Act as in case of refusal to admit any such 
officer. 

3. A warrant of a Justice authorising an entry into an 
underground room may authorise the entry between any 
hours specified in the warrant. 

Provisions XCVIII. Where two convictions for an offence relating 

in caseof two to the occupation of an underground room as a dwelling: 

con VlCfclOYiA ^^ ^^ 

for unlaw- have taken place within a period of three months (whether 
ing under?^' *^® person convictfd were or were not the same), a 'petty 
ground scssional court may direct the closing of the underground 

room for such period ias the court may deem neces>>ary, or 
msLy empower the hanitary authority of the district perma- 
nently to close the same, in such manner as they think 
fit, at their own cost. 



room. 



THE FACTORY AND WOEKSHOP ACT, 

18D1. 

64 & 55 Vicr. c. 75. 



An Act to amend the Late relating to Factoriea and Worhghops. 
[Sth August, 1891.] 

VII. 1. Every factory of which the conetniction la com- pi 
menced after the first day of January, one thouaaud eight "* 
hundred and ninety-two, and in which more than forty 
persons are employed, shall be furnished with a cer- 
tificate from the aanitary authority of the district in 
which the factory is situate, that the factory is provided 
on the storej-s above the ground floor with such tueans of 
Ohcape in case of fire for the persons employtd therein as 
can reasonably be required under the circumstance of each 
case, aud a factory not so furnished shall be deemed not 
to be kept in conformity with the principal Act, and it 
shall be the duty of the sanitary authority to examine 
every such factory, and on being satisfied that the factory 
is BO provided to givu such a certidcate as afureaaid. 

2. With respect (o all factories to which the foi-egoing 
provisions of this section do not apply, and in which more 
than forty persons are employed, it shall be the duty of 
the sanitary authority of every district, as soon as may 
be after the passing of this Act, and afterwards from time 
to time, to oaoertiiin whether all such factories within 
their district are provided with such means of escape as 
afuresaid, aud, in the case of any factory which is not so 
provided, to serve on the person being, witbin the meaning 
of the Public Health Act, 1875, the owner of the factory 
a notice in writing specifjing the measures nece-savy for 
providing such means of escape a^ aforesaid, and requiring 
him to carry out the same before a specified date, and 
thereupon buch owner shall, notwithstanding any agree- 
ment with the occupier, have power to take auch steps 



( are necessary for complying with the requiremenla. 



and, 1 



« siich Tequirement-s a 
r ohall be liable to a fine not exceeding one pound 
for every day tliat such non-compliance continues. In 
case of a diHirence of opinion between the owner of the 
factory and the sanitary authority, the difference shall, on 
the apllli(^atil(n of either party, be referred to urbitratioii, 
and thereupon the provisions of the First Schedule to 
this Act shall have effect, except that the parties 1o the 
arbitration shall be the sanitary authority on the oiie 
hand and the owner on the other, and the award on the 
arbitration shall be binding on the parties thereto. If 
the owner alleges that the occupier of ttie factory ought 
to bear or contribute to the expenses nf complying with 
the requirement, be may apply to the count j cunrt having 
jurisdiction where the factory is situate, and thereupon 
the county court, after hearing the occupier, may make 
such order as appears to the court just and equitable 
iinder all the circumstances of the case. 

'6. All the expenses incuired by a ranitary authority in 
the execution of this section shall l(e defrayed — 

(a) in ihe case of an authority of an urban district, 
as part of their expenses of the general exe- 
cution of the Public Health Act, 1875 ; and 
(6) in the case of an authority of a rural district, aa 
spei;ial expensee incurred in tlie execution of 
the Public Health Act, 1875; and such ex- 
penses shall be charged to the contributory 
place in which the factory is situate. 
4. In the application of this section to Ihe administrative 
County of Londiin the London County Council shall take 
the place of the sanitnry authority, and their expenses in 
the execution of thiw section shall be defrayed as part of"' 
tiifir expenses in the management of Ihe Metropolitan 
Building Act, 1865, and the Acts amending the same. 
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VYELAWS AND REGULATIONS IN FORGE. 



BVELAWS MADE BY THE COUNCrL UNDER SEC. IG OP 
THE METROPOLIS MANAGEMENT AND BUILDINGS 
ACTS AMENDMENT ACT, 1878. 

I. The heretofore aubflieting byelaws made by the Metro- ittpcni ■ 
pobtati Board of Works on tlie 3rd of October 1879. and JJ'.f.';'; 
the 22nd of January 1886, and confirmed by the Secre- 
tary of State for the Home Department on the 6th of 
October 187?, and the 23rd of June 1886, are hereby 
repealed, and in lien thereof the following are made ; — 

II. No bonse, bnildin^ or other erection still be erected Fminiu 
upon any site or portion of any site which shall have J 
been filled np or covered with »ny material irapres^ated 
or mixed with any faical. animal or vegetable matter, or 
which shall have been filled np or covered with dust, or 
slop, or other refuse, or in or upon which any sach matter 
or refuse shall have been deposited, unless and until such 
matter or refuse shall have been properly removed, by 
excavation or otherwise, from such site. Any holes caused 
by such excavation must, if not used for a basement or 
ceUar, be filled in with hard bi-ick or dry rubbish, or 
concrete or other suitable material to be approved by the 
District Surveyor. 

The site of every house i>r building shall be covered 
with a layer of good concrete, at least (i inches thick, and 
smoothed on the upper surface. 

The foundations of the walls of every house or building 
H^ shall be formed of a bed of good concrete, not less than 
^b 9 incbea thick, and projecting at least 4 inches on each 
^1 side of the lowest course of footings of such walls. If 
^B the site be upon a natural bed of gravel, concrete may 
^B be omitted from the foundations of the walls, with the 
^H approval of the District Surveyor. 
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The concrete mist be composed of clean gravel, broken. I 
hard brick, properly burnt balluet, or olber hard material I 
to be apiiroved by the District Surveyor, wt-il mixbd with ] 
freshly biirDt lime or cement in the proportio. 
of Jime to six, and one of cement to eight of the other 
material. 

III. The external walls of every hi^uBe, building or other 
erection ehall, except in the case of concrete buildinge, 
be constructed of good, hard, sound, well-burnt brioke. 

Similar bi ioks tthall be used in the portions of party and 
croBG-walla below the eiirface or I'vel of the ground, and 
above the roof, including the chimney stacks. Cntters 
or malms may be used in arches over recesBes and openings 
in, or for facings of, external walls. 

Stone used for the construction of walla must be free 
from, vents, cracks and sand-holes, and be laid on its 
natural bed. 

All brick and stone work shall be put together with 
good mortar or good cement. 

The mortar to be used must be composed of freshly 
burned lime and clean sharp sand or grir, without earthy 
matter, in the proportions of ono of li[ue to three of sand 
or Krit. 

The cement to be used must be Portland cement, or 
other cement of equal quality, to be approved by the 
Uiatrict Surveyor, mixed with clean sharp sand or grit in 
proportions of one of cement to four of sand or grit. 

Burnt ballast or broken brick may be substituted for 
sand or grit, provided such material be properly mixed 
with lime in a mortar mill. 

Every wall of a house or building shall have a damp 
course composed of materials impervious to moisture, to bo 
approved by the District Surveyor, extending throughout 
its whole thickness at the level of not less than 6 inches 
below the level of the lowest floor. Every external wall 
or inclosing wall of habitable rooms or their appur- 
tenances or cellars which abuts against the earth shall 
be protected by materials impervious to moisture to the 
satisfuction of the District Surveyor. 

1'lie top of every party-wall and parapet-wall shall 1 
finished with one couise of hatd, well-burnt bricks set onl 
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edge in cement, or by a coping of any other waterproof 
and fire-rcsistiug material, properly secured. 

Whenever concrete is used in the constniction of walls, 
the concrete ahall be composed of Portland cement and 
of clean Thames or pit ballast, or gravel, or broken 
brick or etone, or furnace clinkers, with clean sand in 
the following proportions, viz. one part of Portland 
cement, two parts of clean sand, and three parts of the 
coarse material, which is to be broken up sufficiently 
small to pass through a 2-inch ring. 

The proportions of the materials to be strictly observed, 
and to be ascertained by careful admeasurement ; and 
the mixing either by machine or hand to be most carefully 
done with clean water, and, if mixed by hand, the material 
to be turned over dry before the wat«r is added. 

The walls to be carried up regularly and in parallel 
frames of equal height, and the surface of the concrete 
filled in the frame to be left rough and uneven to form 
ft key for the next frame of concrete. 

The thicknesses of concrete walls to bo equal ot the 
least to the thicknesses for walls to be constnioted of 
brickwork prescribed by the 12th section of the Metro- 
politan Building Act, 1855, and the first schedule referred 
to therein. 

Such portions of concrete party-walls and chimney 
stacks as are carried above the roofs of buildings to bo 
rendered externally with Portland cement, 

IV. It ahall be the duty of each District Surveyor, on 1 
receiving notice of the commencement of any house, ' 
building or other erection, or of any alteration or addi- 
tion, or on his becoming aware that any house, building 
or other erection, or any alteration or addition, is being 
proceeded with, to see that the provisions of the fore- 
going byelawa are duly observed fexcept in eases where 
the London County Council may have dispensed with the 
observance thereof), and to see that the terms and con- 

Iditions upon which any dispensation may have been 
granted are complied with. 
ti 
ti 
: 
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V. The District Surveyor shall, in respect of the erec- FaotobB 
tion of any house or other building, be entitled to receive fnasnr- 
the sum of five shillings, the same to be taken and deemed "jora. 
fee due to such District Surveyor in respect of the 



dutieB imposed upon him by the MelropoliB Management 
aud Building Acta Amendment Act, 1878, and these hye- 
lawB ; such fees to be payable in the manner and at the 
time preflcribed by section 51 of the Metropolitan Building 
Act, 1855. The JJiBtriot Survejor shall also, in every case 
where, in respect of any breach of these byelaws, or of the 
above Act of i'arliament, an application shall have been 
made by him to a Justice, and an order made theieon, be 
in like manner entitled to receive the sum of ten shilllings 
in addition to the before-mentioned fee of five shillings, 

There shall be paid to the Distiiot Surveyor, in respect 
of bia supervision of any building constructed wholly or 
in part with concrete walls, a fee one-half more in amount 
than the fee to which he would be entitled under the 
Metropolitan Building Act, 1866, for a new building or 
addition. No additional fee is, however, to be charged in 
respect of any alteration to a concrete building. 

VI. On notice being given to a Difltrict Surveyor of the 
intended erection, re-erection, alteration of, or addition to 
a public bnilding or a building to which section 56 of the 
Metropolitan Building Act, 1855, applies, it shall be the 
duty of the person giving such notice to deposit plans and 
sections of such erection, re-erection, alteration or addition 
with the District Surveyor. Such plans and sections shall 
be of auffioient detail to show the conBtruotion. 

On notice being given to the District Surveyor of th? 
intended erection or alteration of or addition to any houBe, .j 
building or other erection, other than a public building, 
or one to which section 56 of the Metropolitan Building 
Act, 1855, applies, the District Surveyor may, if he think 
fit BO to do, by notice in writing, require the person giving 
such notice to produce a plan or plana and sections of any 
such house, building or other erection, or of the intend^ 
alterations or additions thereto, for his inspection. 

VII. In case of any breach of any of the provisions con- 
tained in these byelaws, the offender shall be liable for 
each breach to a penalty not exceeding five pounds, and 
in each case of a continuing ofience, to a further penalty 
not exceeding forty shillings for each day after notice of 
such (iffence fiom the London County Council or Diotriot 
Surveyor. 

In any case in which the Council think it expedient 
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they may dispense with the observance of any of the fore- 
going byelaws, or any part thereof, upon such terms and 
conditions as they may think proper, and in case of the 
non-observance of any terms and conditions upon which 
the Council may have dispensed with the observance of 
any of the foregoing byelaws, then such proceedings may 
be taken, and such liabilities shall be incurred, as if the 
same had been enacted by such byelaws. 

The Seal of the London County Council 
was hereto af&xed on the 13th day of (L. S.) 
October, 1891. 

H. De la Hooke, 

Clerk of Council. 

I hereby confirm the foregoing Byelaws. 

Henry Matthews, 
One of Her Majesty' 8 prind^l Secretaries of State. 

Whitehall, 

19{h October^ ISdl, 



LONDON COUNTY COUNCIL. 

BTELAWS MADE BY THE COUNCIL UNDER SEC. 
OF THE LONDON COUNCIL (GENERAL POWERS) 
ACT, 1880. 

on L All latha tiHed for plastering shall bo Bound latlis 
[J? free from sap, bnt iron or other incombustible laths, wire 
t netting or other suitable material to the satisfaction of 
; la the District Surveyor may be used. 

^e. Plastering or coarse stuff shall be composed of lima and 
sand in the proportion of 1 of lime to 3 of sand, mixed 
with water and hair, but Portland cement, Keene's cement, 
Parian cement, Martin's cement. Selenitic cement, or other 
approved cement or plaster of Paris, may also be used for 
plastering. 

The lime to he used must be freshly burned lime. 

The sand to be used must be clean, sharp sand, free from 
loam or earthy matter. 

The hair to be used must he good and sound, and free 
from grease or dirt ; 1 lb, of hair to he used to every 
3 cubic feet of coarse stuff. Fibrous material to the 
satisfaction of the District Surveyor may be used instead 
of hair, and ground brick or furnace slt^ to the satisfaction 
of the District Surveyor may be used instead of sand. 

The setting coat shall be composed of lime or cement 
mixed with clean washed sand, or of cement only. 

Clear water only is to be used in mixing the material. 

The Portland cement to be used must weigh not less 
than 90 lbs. to the imperial bushel. 

Fibrous slab or other slab plastering of sufficient 
thickness and securely fixed, may be used on ceilings, 
partitions and walls to the satisfaction of the District 
Surveyor. 

. II. Any excavation made within a line drawn outside 

^ the site of a house, building, or other erection, and at an 

r\i\a uniform distance therefrom of 3 feet, shall not bo filled up 

^^. otherwise than with the natural soil or with brick or dry 

Ids rubbish or other suitable material to be approved by the 



Dietrict Surveyor, not conaisting of, i: , „ 

mixed with any ftecal, animal or vegetable matter, ,oiKuiita 

with dust or slop or other refuse, and shall be properly up. 

rammed. 

HI. It Btall be the duty of each District Surveyor nottoot 
on receiving notice of the commencement of any house, lorvSMi, 
building or other erection, or on his becoming aware that 
any house, building or other erection is being proceeded 
with, or that any excavation ia being made within a 
line drawn outside the site of a house, building or other 
erection, and within 3 feet therefrom, to see that the 
plastering is of the description and quality prescribed 
by, and that any excavation be filled up with the material 
and in the manner specified in the foregoing tyelaws. 

IV. There shall be paid to the District Surveyor in i 
respect of his supervision of the plastering of any house, \ 
building or other erection, and in respect of the filling ' 
in of any excavation made outside the site of any 
house, building or other erection, and within a distance 
of 3 feet therefrom, an inclusive fee of five shillings, such 
fee to be payable in the manner and at the time specified 
in Section 51 of the Metropolitan Building Act, 1855. 
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V. In case of any breach of the provisions contained in j 
these byelaws, the offender shall be liable for each offence 
to a penalty not exceeding five pounds, and, in each case 
of a continuing offence, to a further penalty not exceeding 
forty shillings for each day after notice of such offence 
^L from the London County Council or the District Surveyor. 



The Seal of the London County Council 
was hereto affixed on the 13th day of 
October, 1891. 

M. De la Hooke, 

Clerk of the Council. 

I hereby oonfirm the foregoing Byelawa. 

Henhy Matthews, 
One of Ber Majesty's principal Seeretai-iee of Slate, 



mh Oetober, 1891. 
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Amilimtioi 



The Metropolis Management and Building Acts 
Amendment Act, 1878. 

regulations made by tire council on the 

9th of FEBRUARY, 1892, WITH RESPECT TO THE 
REQUIREMENTS FOR THE PROTECTION FROM FIRE 
OF THEATRES, HOUSES, ROOMS AND OTHER 
PLACES OF PUBLIC RESORT WITHIN THE AD. 

MINISTRATITE COUNTY OF LONDON. 

These regulatioBS shall, unless otherwise Bpecified, 
apply to all theatres, houses, rooms or other places of 

Eublic resort within the Administrative Connty of 
lOndon, to be kept open for the public performance 
of stage-plays, and to all houses, rooms or other places 
of public resort within the said County, to be kept open 
for public dancing, music or other public entertainment 
of the like kind, under the authority of letters patent 
from Her Majesty the Queen, her heirs or BuocesBors, 
or of Licenses by the Lord Chamberlain of Her Majesty's 
Household, or by Iho London County Council, other than 
letters patent, or licenses which may have been granted 
for the first time before the passing of the above-mentioned 
Act. 

In these regulations the expression "such premises" 
means a theatre, house, room or other place of public 
resort to be kept open for any of the purposes aforesaid. 

Part L— Strdctubal. 

I. Every person who for the first time after the 
making of these regulations shall be desirous of obtaining 
authority to open any such premises within the said 
County, shall first make an application in writing to the 
Clerk of the Council for a certificate under the above Act. 

Such application shall contain a statement as to the 
nature and extent of the interest of such person in snob^ 
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premises, an^ the character of the entertainment for 
which such premises are proposed to be used, and be 
accompanied by complete plane, elevations and sections, 
drawn on tracing linen, to a scale of one-eighth of an 
inch to a foot ; and by a block plan showing the position 
of such premises in relation to any adjacent premises, 
and to the public thoroughfares upnn which the site 
of such premises abut^, drawn to a scale of not lees than 
one-twentieth of an inch to a foot. 

Such drawings shall be coloured to distinguish the 
materials employed in the oonstrnotion of the building ; 
the width of all stair oases, corridors, gangways and 
doorways, together with the heights of the tiers and 
other parts of ihe building. 

The thicknesses of the walls, and scantlings of the 
various materials, shall be clearly shown by figured 
dimeneioiiB ; and the cardinal points shall be marked upon 
each plan. 

Such drawings shall be accompanied by a specification 
of the works to be executed, describing the materials to 
be employed and the mode of construction to be adopted, 
together with such otlier particulars as may be necessary 
to enable the Council to judge whether the requirements 
of these regulations will, when such premises have been 
completed, have been complied with. 

Such drawings shall also show the respective numhera 
of persons to be accommodated in the various parts of 
such premises, and the area to be assigned to each person, 
which shall not be less than 1 foot 8 inches by 1 foot 
6 inches in the gallery, and not less than 2 feet 4 inches 
by 1 foot 8 inches in other parts of such premises. 

Such drawings and specification to be deposited with 
the Council. A duplicate copy of approved drawings 
and specifications shall be signed by the Chairman of 
the Committee and returned to the applicants. 

II. One-half at least of the total length of the 
boundaries of the site of any such premises which consist s 
of an entire building, and in case of a room or other 
BDch premises not consisting of an entire building, one- 
half at least of the total length of the boundaries of the 
Bite of the building of which such room or other such 
premises form part, shall abut upon public thoroughfares, 
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of whicli one thoronghfaro at least eball be not less than 
40 feet wide, and of the remainder none shall be leas 
than 30 feet wide if a carriage way, or 20 feet wide if 
a footway. 

If, in compliance with Begulation No. 10, an addit'onal 
passage or way should be necessary, it may be provided 
by means of a private passage or way. 

Such passage or way shall not be leas than 10 feet in 
width, and under the complete control of tbe owne 
such premises, and no doors, windows or other openi 
of the adjoining premises shall communicate therewitb, 
or overlook any portion of such pansago or way. 

III. No such premisea shall be erected upon a site within 
20 feet of any windows or other openings belonging tft-i 
any other premises overlooking the site. 

IV. All such premisea shall be enclosed with proper 
eitemal or party walls of brick or stone. 

The thickneas of euch walls shall not be less than the 
thickness prescribed by the Metropolitan Building Act, 
1855, for walla of similar height and length in buildings 
of the warehouse class. 

v. Dressing-rooms sball be arranged in a separate block 
of buildings, or divided from the place of public resort by 
party walla, with only eucb means of commimication 
therewith aa may be approved by the Council. 

All such dresaing-rooms shall be constructed of fire- 
resisting materials, and connected with an independent 
exit leading directly into a thoroughfare or way. 

All such dreBsing-rooma shall be ventilated to the outer 
air by windows in the external walla. 

The walls of all such dressing-rooms shall be hnng, 
for decorative purposes, only with materials completely 
adhering to the surface of auch walls, 

No such dresaing-rooms shall be situated more than 
one storey below the street level. 

Sufficient and separate water-closet and urinal 
modation, properly ventilated to the cuter air, shall 
provided for the use of the male and female artistes. 

VI. No theatre shall be constructed underneath, or oaM 
the top of, any part of any other building. 
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VII. No Buch piemisea shall have more than three tiers 1 
or horizontal diviaioiiB, including the gallery, ahove the * 
level of the pit. 

Where the front seata of the gallery are separated 
from the gallery by a partition, such seats shall not 
count as a separate tier. 
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VIII. When the first tier or hal cony extends over the Hefgniof 
pit, stalls or area, the height between the floor of the pit '**"' 
and the first tier shall not be at any part less than 

10 feet, and the height between the floor of the highest 
part of the gallery and tbe lowest part of the ceiling 
over the same shall not be less than 12 feet. 

IX. In all such premises the floor of the highest part of Floor rf 
the pit, or of the etalla where there is no pit, shall not ''''' 
ilbe more than 6 inchoa above the level of the street 
"a^'oining the principal entrance to the pit, and the lowest 

part of the floor of the pit or stalls shall not be more than 
16 feet below such level. 

X. Two separate exits, not leading into the same Entunca 
thoroughfare or way, shall be provided to every tier *"!'»"«■ 
or floor of ench premises. 

If any tier or floor shall be divided into two parts, 
two separate exits, not leading into the same thorough- 
faro or way, shall be provided to each of such parts. 

Such exits shall be arranged so as to afford a ready 
means of egress from both sides of each tier or floor, and 
shall lead directly into a thoroughfare or way. 

XI. Where vestibules are provided, not more than 1 
three tiers or floors (or where such tiers or floors are 
divided into two or more parts, such parts of tiers or 
floors) shall communicate with one vestibule. 

The width of each vestibule shall be at least one- 
third greater than the united width of all the doorways 
or passages that lead thereto. 

The united widths of all the doorways or passages 
that lead from a vestibule towards a thoroughfare or 
way, shall be at least of the same width aa such vestibule. 

Not more than one exit from each separate part of a tier 
or floor shall be used as an entranoe. 

XII. In all such premises where a stage with a pro- 
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shall he erected, such stage shall he 
from the auditorium by a brick proscenium 
lees than 13 inches in thioknesH, and such wall shall 
be carried up the full thickness to a height of at least 
3 feet above the roof, such height being measured at 
right angles to the slope of the roof, and shall be carried 
down below the stage to a solid foundation. 

Not more than three openings shall be formed in the 
proscenium wall, esclusive of the proscenium opening. 

No such opening shall exceed 3 feet in width and 
6 feet 6 inches in height, and each of such openings shall 
be closed by a wrought-iron door not less than one-fourth 
of an inch in thickness in the panel, hung in a wrought- 
iron frame so as to close of itself without a spring. 

No openings formed in the proscenium wall shall at 
the lowest part be at a higher level than the floor of the 
stage. 

All the decorations around the proscenium shall be 
constructed of fire-resisting materials. 

Xni. The proscenium openingshall be provided with a 
fire-reeisting screen to be used as a drop curtain, of such 
pattern, construction and gearing, and with such arrange- 
ments for pouring water upon the surface of the screen 
which is towards the stage as may be approved by the 
Council. 

SIV, The height of the wall plate carrying the rafters 
of the roof over the stage shall not be less than twice 
the height of the proscenium opening, such height being 
measured from the level of the stage at the curtain line. 

An opening shall be formed in the roof near the back 
of the stage, of a superficial area at the base of at least one- 
tenth of the superficial area of the stage. Such opening 
shall be covered with a lantern light, glsized on the top 
and sides, and be fitted with suitable exhaust cowla. 

XV, Every staircase, landing, lobby, corridor or passage 
intended for the use of not more than 400 persons of the 
audience, shall be formed of fire-resisting materials, and 
shall not he less than 4 feet 6 inches wide ; but if com- 
municating with any portion of the house intended for 
the aocomiuodation of a larger number of the audiencd . 
than 400 persons, it shall be increased in width by ! 
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I 6 iaohes for every additional 100 persoiiB until t 
\ miim width of 9 feet be obtained. 

SVl, Every staircase for the use of the audience shall ( 
have solid square (as distinguished from spandril) steps 
of York or other Btiine or fire-resting materials, to be 
approved by the Council, with treads not less than 
11 inches wide and with riserB not more than 6 inches 
high, without winders, in flights of not more than 12 or 
less than 3 steps each. 

The treads of each flight of steps shall be of uniform 
width, and be pinned into brick wtJls at both ends. 

The several flights of such steps shall be supported and 
enclosed upon all sides by brick waUa not less than 9 inches 
thick, to be carried down to the level of the footings. 

No staircase shall have more than two flights of twelve 
steps each without a turn. 

All landings shall be 6 inches thick, be sijuare upon 
plan, and have brick arches 9 inches deep turned under 
them in the middle of such landings, 

Eveiy staircase shall have a roof of firo-resisting 
materials to be approved by the Council, 

A continuous handrail shall be fixed on both sides of 
all steps and landings, supported by strong metal brackets 
built into the wall. 

Such handrails shall be chased into the walls where 
the thickness of the walls will permit, but in all cases 
where the flights of steps return, the newel wall shall be 
chased so as to allow the handrail to turn without pro- 
jecting on the landing, 

I XVII. A clear passage or gangway not less than 3 feet 
wide shall be formed at the sides and in the rear of the 
seating in every part of such premises. 

Buch passages or gangways shall at all times be kept 
entirely free from chairs, flap seats or other obstructions, 
whether permanent or temporary. 

XVIII. All constructional ironwork in sQch premises tonw 
ihall be embedded in fire-resisting materials in a manner 
be approved by the Council. 

X. All workshops, store-rooms, wardrobe or painting Worti 
jomsin connection with suoh premises, shall be separated ^'°- 



from BOoh premiaea hy brick walls not leBB than 9 incbes 

All openings in Buch wbIIb ehall he closed with self- 
cloaing wrought-iron doors, hung in a wrought-iron frame. 

All such duoi's, if conaifiting of a single fold, shall be 
made to overlap, when closed, the door frame at least 
3 inches ; and, if made in two folds, such folds shall over- 
lap each other when cliised, at least 3 inches on each side. 

All floors and ceilings of such rooms shall be formed 
of fire-resisting materialB. 

All such rooms shall be ventilated by windows in the 
onter walls. 

XX. All limelight tanlcs, Ixiilers with engines, anA 
dynamos with engines, shall he each placed in a venti- 
lating chamber or building of fireproof construction. 

Such chambers or buildings shall he separated from 
Biich premises, and from each other, by brick walls and 
fireproof floors without openings, and shall be enclosed 
upon Olio or more sidea by external walls. 

XXt. All scene docks or stores, and property rooms in 
connection with such premises shall be enclosed by brick , 
walls not less than 9 inches thick, and shall have floors 
and ceilings of fire-resisting materials. 

All openings from such docks, stores or rooms to Bach 
premises shall be closed by self-closing wrought-iron 
doors, hung in wrought-iron frames. 

All such doors, if consisting of a single fold, shall be 
made to overlap, when closed, the door frame at least 
3 iuches ; and, if made in two folds, such folds shall 
overlap each other, when closed, at least 3 inches on 
each side. 

XXII. No enclosure shall be allowed in any such premiaea 
where the public can assemble for any other purpose than 
to view the performance, escept so far as the Council shall 
consider necessary for the provision of refreshment bars, 
or in the case of a theatre for the provision of a " 

XXIII. All skylights, and the sloping sidoB of lantern J 
lights, shall he protected by galvanised iron-wire guards, 
securely fixed on the outside of such skylights or laiitem 
lights. 
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XXIV. All such prcmlBea when lighted by gas shall have Gqs. 
separate and difitinct gaa services and meters as followe : — 
' (a) To the stage ; 

(6) To the auditorium ; 

(e) To the staircasea, corridorB and exits. 

Such meters shall be placed in properly ventilated 
chambers of fireproof construction. 

All gas brackets shall be fixed ivithout joints; and 
all burners within reach of the audience shall be fitted 
with secret taps, and he efficiently protected by glass 
or wire globes. 

All gas burner 
hanging shades ( 
the heat. 

All gas pipes shall be made of iron or brass. 

Where there is a stage or wings with scenery, the foot- 
lights or floats shall he protected by fixed iron-wire guards, 
and the burners shall be provided with glass chimneys. 

The rows and lines, and gas burners in the wings 
(which must commence 4 feet at least from the level of 
the stage) shall be protected by fixed iron-wire guards. 

All battens shall he hung by at least three wire ropes, 
and be protected at the back by a solid metal guard 
and wire fised to a stiff iron frame at such a distance 
from the gas jets that no part of the scenery or decora- 
tion can become heated. 

All movable lights shall he fitted with flexible tubes, 
and the gas in every case shall be turned off by the tap 
on the stage as well as by that on the flexible tube. 

All flexible tubes shall be of sufiicieat strength to rcBiet 
pressure from without. 

An indicating glass plate shall be provided at a con- 
venient place at the side of the stage. 

XXV. All doorways used by the public shall be at least Dooraind 
4 feet 6 inches wide in the clear, with doors hung in two 'i"'*^'*'' 
folds made to open outwards towards the thoroughfare 
or way. 

All internal doors shall be eo hung as not to obstruct, 
when open, any gangway, passage, staircase or landing. 
No door shall open immediately upon a flight of steps, 
1 but a square landing at least the width of the doorway 
[ shall be provided between such steps and such doorway. 
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All exit doors having faBtecinga shall bo fastened by 
automatio bolts ouly, of a pattern to be approved by the 
CoMnoil ; but where Bueh doora are also to be used by 
the public for entrances, they shall be fastened with 
espagnolette or lever bolts only, of a pattern to be 
approved in each case by the Coiincil, and fitted with 
lever handles at a height of 3 feet G inches from the floor. 

All doors used for entritnoea, and all gates, shall be 
made to open both ways, and shall, when opened inwards, 
be locked back against the wall in such a manner as to 
require a key to release them. 

AU barriers and internal doora shall be made to open 
outwards, with no other fasten in ga than automatic bolts. 

No locks, monkey-tail, flush or barrel bolts, or lockiug 
bars, or other obetructions to exit, shall be used on any 
doors, gates or barriers. 

XXVI. All parts of such premises shall be properly 
and sufficiently ventilated in a manner to be approved by 
the Council, 

All openings for ventilation shall be shown on the 
plaus, and described in the specification, which shall be 
submitted to the Council for its approval. 

XXYII. No fire-place shall be formed in any portion of 
the auditorium or stage of such premiaea. 

All open fire-places or stoves in any other part of such 
premises shall be protected by strong fixed iron-wire 
guards and fenders, part of which may be made to open 
for all necessary purposes. 

All heating apparatus shall be placed in a position to 
be approved by the Council, and enclosed upon all sides 
by brick walls not less than 9 inches thick, and shall be 
properly ventilated. 

All hot-water pipes or coils shall, where neceaaary, 
be recessed in the walls, or otherwise arranged so as 
not to diminish the clear width of the gangways. 

Where such premises are heated by artificial means, 
the high pressure hot-water system with sealed pipes 
will be inadmissible, and either hot-air or the low pressure 
hot-water circulation system shall be adapted, having 
an open cold water supply cistern, and the pipes through- 
out the system shall be of galvanised wiought iron, with 
the exception of those in immediate contact with tlie 
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boiler, which may be either of galvameed wrought iron 
or copper. 

The boiler shall be made of ■wrought iron, copper or 
mild steel, and shall be provided with a dead weight 
or other approved safety valve, whiuh must be attached 
to the boiler by an independent galvanised wrought iron 
or copper pipe, and must not under any ciroum stances 
be fixed to the circulating pipes, and must be placed 
in Buch a position as will ensure protection from soot 
and dirt. 

The term low pressure shall be underatood to mean the 
pressure due to the vertical head of water between the 
boiler and the supply cistern. 

XXVIII. All such pi-emisea containing a superficial area v 
for the accoramodation of the public of 1000 feet and ^ 
upwards shall be provided with a sufficient number of 
LjdrantH, each of a diameter of not lees than 2^ inches, to 
be connected by a 3-inch main with a Water Company's 
high-preasure street main. 

Each of such hydrants shnll be provided with at least 
a 30-feet length of hose, with fittings of the MetropoKtau 
Fire Brigade pattern. 

In all such premises where there is no constant supply 
of water, there shall be provided on the top of the pro- 
Bcenium wall, or at some other place to be approved by 
the Council, two cisterns, to be kept always filled with 
water. 

Such oietems shall be each capable of containing at 
least 260 gallons of water for every 100 persons of the 
audience to be accommodated in tlie building. 

Such cisterns shall be properly protected from all 
danger from frost. 

Fire mains shall be connected with such cisterns to 
hydrants to be fixed in such places and manner as may 
be approved by the Council. 

XXIX. Notice shall be given to the Clerk of the Council AdditLon 
of any intended structural addition to, or alteration of, 
any such premises, in respect of which the Counoi) may 
have granted a certificate under the said Act of 1878, to 
the effect that such premises were, on their original 
pletion, in accordance with the Council's regulations. 

Such notice shall be accompanied by plans, elevations 




and sectionB, block plan and specification of the works 
to be executed eiiuilar to thoee required in the cass of 
premises to be certified for the firet time by the Coimoil, 
and showing auch intended addition or alteration. 

The Council will, if neceaairy, cause a fresh survey of 
such premiseB to be made. 

No doors, bolts or other fastenings, obstructions to the 
means of ogreBS, flap seats or other means of diminisbing 
or stopping up the gangways, shall be put, nor shall any 
alterations of a like nature be made to such pTemisea 
without the previous ooDsent of the Council being obtained 
thereto. ' 

Part II. — General. 

XXX. Additional means of lighting, for 
event of the gas or the electric light being extinguished, 
shall be provided for the auditorium, oorridora, passages, 
exits, and staircases, by a sufficient number of oil oc 
candle lamps, of a pattern to be approved by the 
Council, properly secured to an uninflammable base out 
of the reach of the public. 

Such lamps shall be kept alight during the whole time 
the public are in such premises. 

Bo mineral oils shall be permitted to be used in such 

XXXI. Every theatre, and, where considered necessary 
by the Council, all other premises licensed by the Council, 
shall bo connected with the nearest Fire Brigade Station. 
by telephone. 

SXXIT. All exit and other doors used by the pahlio 
shall be indicated by painted notices in 3-inch whil ~ 
block letters upon a black ground. 

Such notices shall be painted on the doors and 
at least 6 feet 9 inches above the floor. 

The words " no exit " shall be painted at least 
9 inches above the floor, in 3-inch white block letters 
upon a black ground, upon all doors, in sight of the 
audience, which do not lead to exits. 

XXXIII. Wet blankets or rugs, and buckets filled tvitb j 
water shall be always kept on the stage or in the fliefl^4 
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Boene liocks, or -wings, and attention eball be directed to 
them by placards legibly printed or painted, und filed 
immediately above them. 

Some person shall be held responsible by the management 
for keeping the wet blankets or ruga and buckets ready for 
immediate use. 

Hatchets, hooka and other appliances, for taking down 
hanging scenery in case of fire, shall be always kept in 
readiness for immediate use. 

The regulations as to fire shall be always posted in 
BOme conspicuous place in such premises, so that all 
persons connected with such premises may bo acquainted 
with such regulations. 



Part III. — Electric Liohtinij. 

XXXIV. Where the electric light is permitted in such catuau 
premises, it shall be on condition that a competent 
electrical engineer do certify in writing to the satisfaction 
of the Council once in six months that tho syatem is in 
proper w^orking order. 

1, All such premises when lighted by electric light Circnin 

shall have at least three separate and distinct 
circuits (o) for the stage (6) and (c) for the 
auditorium, corridors and exits. 

The circuits referred to in (6) and (c) shall be so 
arranged that half the lights in each division of 
the auditorium and half those in each corridor 
and exit shall be on {b) and the other half on 
(c) oircnit. 

When the current is supplied by a public lighting 
company these circuits shall be taken separately 
from the street mains. 

Under all circumstances complete metallic cirouits 
must be employed. 

Gas and water pipes shall never form part of any 
circuit. 

The number of lamps shall be so sub-divided that 
no sub-circuit shall carry more than 65 amperes ; 
and each sub-circuit shall start from a distribut- 
ing board. 

2. All conductors used within buildings shall be of o^' 
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copper having a conductiTity equal to not leea 1 
than 98 per cent, of that of pure copper, and ' 
Hhalt be bo proportioned to the work they have 
to do that, if double the noTmal current be 
transmitted, their temperature shall not riee 
to above 150 degrees Fahr. 

The conductors shall be insulated with pure and 
vulcanised india-rubber. 

The inBulatJon lesistance shall not be lees than 
800 megohms per statute mile, at CO degrees 
Fahr., after one minute's electrification, when 
tested with at least 400 volts, and alter 48 
hours' immersion in water. 

The insulated conductors shall be protet i,cd on the 
outside by stout tape or braiding impregnated 
with preservative compound. 

If it is desired to use any other means of insulation 
than that above speaified, special permission shall 
be obtained from the CouncU, and no materia! shall 
be used which is not waterproof, or which will 
soften at a temperature below 170 d^rees Fahr. 

In all cases conductors conveying currents of high 
electromotive force inside buildings shall be 
specially and exoeptionaUy insulated, and eased 
in, and the casing made fireproof. 

The positive and negative terminalB connected to 
such conductors shall not be nearer to each other 
than 12 inches, and shall be efficiently protected 
from risk of contact. 

Flexible conductors in connection with movahle 
lights shall be insulated with vulcanised india- 
rubber, and protected on the outside by a stout 
braiding ; should any of these flexible conductors 
be damaged, it shall be at once replaced. 

No circuit of this nature shall carry more than 
10 amporee, and each circuit shall be protected 
by a double pole fuse. 
, All conductors shall be efiiciently protected from 
mechanical injury. 

Where conductors jiass through walls, fireproof 
floors or ceilings, they shall be protected by 
ii'on pipes or by glazed stoneware or porcelain i 
tubes, and precautions shall be taken to prevent 1 




i 



BYSLAWS AND BmULAflONS JN FORCE. Ivj 

the poseibility of fire or water passing along the 
couree of the condaotore. 

In Bpecial eases, or where neceBsaiy for protectioa 
irom the dopredations of rats, mice, or other 
vermin, armour cables may be used. These need 
receive no further mechanical protection. 

Lead-covered cables aba]! DOt be used unless pro- 
tected by external armour of iron or steel. 

Metal fastenings for fixing conductors shall be 
avoided, but when unavoidable some additional 
covering shall be used to protect the conductor, 
unlcbs armoured, from mechanical injury at the 
points of support. 

If casing be used, it shall be of hard wood, and 
each conductor shall be laid in a separate groove 
the cover shall be secured with screws. 

Casings shall, as far as possible, be placed in sight, 
and the conductors shall always be accessible. 

Joints in conductors shall be avoided, but when 
unavoidable tbcy shall be electrically and 
mechaDically perfect. Soldering fiuJds shall sot 
be used in making such joints. 

4. All external couducters shall be specially insulated Ext«rni 

and laid in iron pipes properly jointed, and of ""^'"' 
ample size. 
Such iron pipes shall be protected where necessary, 
and securely fixed and supported when not under- 
ground. 

5. All exposed metal work, such as fittings, switeh Swiidw 

and fuse covers, &c., shall be efficiently insulated °'"^''" 
from the circuits. 

All switches, cnt-outs, ceiling roses, wall and floor 
sockets and lamp-holders, shall have uninflam- 
mable bases. 

All switches shall be of ample size to carry the 
currents for whith they are intended without 
heating, and shall be so constructed that it will 
be impossible for them to remain in any position 
intermediate between the "on" and the "off" 
positions, or te permit of a permanent arc. 

All circuits shall be efficiently protected by cut- 
outs, placed in positions easily accessible to the 
staff, but inaccessible to the public. 



The main cut-outs sLall he of sTioh pattern and 

be Axed in guoH a poaitiou as to admit of qaick 

replacement. 
All cironits carrying a, current of 20 amperes c 

more shall he proTiJed wjtli a cutout on each 

conductor, aud (he two cut-outs aliail not come_ 

in the same compartment. 
All cnt-outs shall bo so constructed that fusa 

metal iu falliiig cannot oanse a short oironit c 

an ignition. 
All cut-outa shall he so marked as to show wbaf 

circuit or lam])B they control. 
All wall or floor sockets shall be proTided i 

fuses in their fixed portions. 
The sockets for the stage shall be of hard wood 

with metal guards, care being taken to avoid 

risk of ignition, and they shil be of specially 

substantial coBHtmction. 
. Kesiatances for regulating the power of the lighto 

shull be mount«i on incombustible bases, an4 

ahaU be so protected and placed at such a distanool 



from any combustible material that i 



the reeiBtauce, if broken, 
material. 
Principal resistances shall be placed 
room reserved for the purpose. 

7. Arc lamps shall not be used inside buildings withontj 

special permission from the ('ouncil. j 

When they are used special precautions shall bal 
taken to guard against danger from falling^ 
glass or incandescent particles of carbon. 
All parts of the lamps, lanterns and fittings whidi 
are liable to be handled (except by the persons 
employed to trim them) shall be insulated. 

8. Where Uiere ia a stage, special care shall bo taken 

that all works in connection with the lighting 
of the stage are carried out in as substantial 
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manner a 
No metal work in connection with the circuits 

shall be exposed or so fixed or constructed a 

be liable to cause a short circuit. 
Lamps on battens, footlights, &c, shall be prq 

tected by stiff wire guards, so arranged that i 
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scenery or otbor iuflanimatle material can come 
in contact with the lamps. 
Ko readily combnstible material shall be used in 
connection with any lamps on the stage in such 
a manner that it might come in contact with the 

Ko Bol't or readily inflammahle wood shall be nsed 
in connection with the lamps on the stage, and 
all wood shall he protected by uninflammable 
material from the possibility of ignition by an 
arc between any two parts of the two oonductors, 
or by heated particles from any conduator or 
part of a conductor which may oonneot together 
the two main conductors. 

Where a number of lights, as in the footlights, 
battens, 4c., are supplied under control of one 
switch, and protected by one single or double 
pole cutHjut, as the cane may be, tho conductors 
shall be maintained throughout of Huch a section 
that they will be effectually protected by the 
cut-outs againet heating. 

The leads to the battens shall be specially guarded, 
particularly at the points where they join on 
to the battens, and a BufEcient laDgth shall be 
allowed to prevent the leads receiving any 
injury through any movement of the battens. 

The battons shall be suspended by at least three 
wire ropea attached to inaulators on the battens. 

On no account shall the same battens be adapted 
for both gae and electric light. 
■ A switchboard, containing all the necessary switches, siagu 
out-outs, and other fittings for the control and '™^' 
regulation of the stage lighting shall be fixed in 
some convenient position overlooking the stage. 

This board shall be inaccessible to all but the 
persons employed at such premises to work it. 
10. Boilers, steam eugiues, gas engines and dynamos, oenn 
when used for the supply of electricity to such '''"'' 
premises, shall be placed in such positions as 
shall be sanctioned by tho Council. 

Gas engines shall be placed in rooms so adequately 
and contiouously ventilated that no explosive 
mixture of gas can accumulate by any leakage 
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through the engine in the event of any of the 
gas oooke being left turned on. 
A hood, connected with a pipe carried into the 
external air, shall he fixed o^er the ignition 
tnbe when this is need. 

11. Primary or secondary batteries shall be placed in 

rooms so adequately ventilated that no fan shall 
be necefwary. 
Tho batteries shall be well insnlated, 

12. Transformers nsed to transform either direct or 

alternating currents, together with the switches 
and cut-outs conneoted therewith, shall be placed 
in a fire and moistiire-proof structnre. 

Where the primary current is of high potential, 
such structure should be preferably outside the 
building. 

No part of siich apparatus shall be accessible except 
to the person in charge of its maintenance. 

Ko transformer which, under norma! conditions of 
load, heats above 130 degrees Fahr. shall be nsed. 

Transformer circuits shall be so arranged that 
under no circumstances shall a contact between 
the primary and the secondary ooils lead an 
electromotive force uf high pressure into the 
building. The term high pressure means in all 
cases pressure abfjve 200 volts. 

13. The insulationrcsistanceof a system of distribution 

shall he such that the greatest leaknge from any 
conductor tu earth, when all branches are switched 
on, the lamps and motors being removed, shall 
not exceed one fifteen -thousandth part of the 
total current intended for the supply of the 
said lamps and motois ; the test being made at 
the usual workina; electro-motive firce. Pro- 
vided that this rule shall not- be held to justify 
a lower insnlation resistance than 5000 ohms, 
nor to require one higher than 6 megohms. 
14, The generating plant and switching gear shall ho 
in the hands of thoroughly competent manipu- 
lators, and the engine room (if any) shall bo 
inaccessible to the general public, and shall 
where possible have an independent entranoe. 
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15. A plan of the wiring shall be always kept in a Plan of 
prominent position in the office of the manager ^^"^^^ 
of such premises. 



Part IV, 

XXXV. The Council reserves to itself the right from Power to 
time to time, in any special case, to modify or dispense SspeMe' 
with these regulations. with these 

All applications for dispensations or modifications shall '^*" 
be made in writing, addressed to the Clerk of the Council, 
and contain a statement of the facts of the particular case, 
and the reasons why it is desired to modify or dispense 
with these regulations as applicable thereto. 

XXXVI. The person or persons in whose name the Person 
license is granted will be held responsible by the Council '•^sponsibte. 
for the carrying out of the above regulations, for the due 
management of such premises, and for the safety of the 

public and his or their employes in the event of fire. 

Note. — Every person who receives a certificate under the Act 
0^1878 shall he informed that the issue of the certificate does 
not preclude the Council from considering, on its merits, any 
application which may hereafter he made with respect to the 
licensing of the huilding. 



LONDON COUNTY COUNCIL. 

EE6ULATI0N8 MADE BY THE COUNCIL OS NOV. 23, I8W,1 

UNDER THE LONDON BUILDING ACT, 1894. 

3. (fl) That on and after the let of January 1895, tb«^ 
following be the regiilatiooa of the Council in relation to« 
applications for aanotion or consent under the London-* 
Building Act, 1894, in substitution for the regulations now 
existing in relation to the eame subject matter — 



I. — General. | 

All applications are to be addresBed to the Superintend- 
ing Architect, County Hall, Spring Gtardens, S.W. 

All applicatione must be in writing on foolacap paper, 
and all drawings (including plans, sections and elevations) 
must be on tracing linen of sufficient size to permit of the 
approval of the Council being endorsed thereon. 

The scale to which drawings are made must be drawn 
thereon and not expressed in words ; the north point must 
be indicated on all plans. 

The site must be coloured pink, the proposed buUdiaf 
red, existing buildings grey, and any land to be dedioatea 
and left open for ihe use of the public blue. 

The name of the pereon on whose behalf the application 
ia made must be stated. Eeference must be made to the 
section of the Act under which sanction is sought, and 
particulars must be furnished as to the nature of the 
application and the situation of the street, building 
structure. 

All drawings must be sent in duplicate. 
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II. — Particulaks as to Dkawlngs Eeqhired in 
Each Case. 

(1) New Streets, &c.. Section 7 and Seotion 10. 

Plane must be to a scale of 88 feet to the inch, and must 
be accompanied by longitudinal sectiona to the aame 
horizontal scale, but to a Tertioal scale of 11 feet to the 
inch, showing the natural and intended enrface levels of 
the streets (computed from ordnance or some other fixed 
datam), and by cross seotions to a scale of 22 feet to the 
inch. 

A key plan of the locality, showing the surronnding 
property, must also be sent. 

The names proposed to be given to the streets must be 
Bnbmitted; they must be such ets are not already in use. 

In the event of the application being sanctioned, two 
additional copies of the plans will be required. 

In the case of the widening of streets under Section 10 
(4} sections will not be renuired. 



Plans must be to a scale of 22 feet to the inch, and 
must show the situation of the building in relation to 
others adjacent. The height and precise dintanoe from 
the centre of the roadway of the proposed building and 
the width of the street are to be figured. 

The names and addresses of the owners and occupiers of 
the nearest building on each side of the proposed building 
must also be sent. 

In the event of an application being approved, an 
additional copy of the drawings will bo required. 

In the case of applications under Section 13 (5), the 
extent and height of tlie old buildings on the site must be 
shown to the same scale. 
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(3) Spare at rear of ilomeatic huildingg, Section 41, and o^jen^ 
tpaee about working-clcui dieellingg not on the public 
way. Section 42. 

Plans and Sections niiist be to the scale of one-eighth 
of an inch to the foot; they must indicate the height o£ 
the proposed buildings in every part ; there mnst also he 
a block plan to the scale of 22 feet to 1 inch, ahowine the 
adjoining premiaes, ■with the approximate height of any 
bnildinga thereon. 



Plans and aeotions to the scale of one-eighth 
to a foot, showing the height and extent of the previousljf 
existing buildings and c«rtified by the District Surveyor, 
most be sent, together with plans and sections of the pro- 
posed new buildings to the same scale. The position and 
approximate height of any adjacent buildings must be 
indicated on a block plan to the scale of 22 feet to 1 inoh,. 
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(5) Laying out new ntreelg on a cleared area. Section 44. 1 

In addition to the plans required under Begnlation IL 
(1) and (so far as any relaxation or modification of the 
rules of Part V, of the Act may be asked for) under II. 
(3) a plan will be required to the scale of 83 feet to 1 inch, 
showing the width of old streets on the area, and the 
extent and approximate height of all old buildings 
thereon, aa well as of the pi'oposed new streets and 



(6) Height of buildings. Section 47 and Section 49. 

A block plan to a scale of 22 feet to an inoh, showii^ % 
the position of the proposed bnilding and of any adjacent ' 
buildings, and the width of the street. ' 

Also a plan and sections to the scale of one-eighth of ai 
inch to the foot, showing the height of the several | 
of the building. 
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(7) Timber in exlemal viaUa, Section 55, and furnace 
chimney eihafU, Section 65. 

Plans, sectionB and elevationa to the soale of one-eighth 
of ftu inch to a foot, together with such details to a larger 
Boalo as may be necessary to show the construottou. 

A block plan to the aoale of 22 feet to the inch, showing 
the poaition of the building. 

(8) Projectione, Section 73, 

In ndrlition to the drawings, &o. required by Regu- 
lation II. (2), a plan, section and side elevation to the 
scale of one-eighth of an inch to a foot. In the case of 
the application being approved, an additional copy of the 
drawings will be required. 



(9) Additional c«hical extent, Section 76, and huildings 
for the mpply of electricity, Section 203, 

A block plan to the scale of 23 feet to the inch, showing 
the position of the building and buildings adjacent. 

Plans and sections to the scale of one-eighth of an inch 
to the foot, showing the height of the building in its 
various parts. 

The use to which the various parts of the building are 
intended to be put are to be indicated, and any points 
bearing upon the question of liability to fire, 



(10) Special and temporary huildingg and aooden etructttree. 
Part VII, 

Applications must be accompanied by a block plan of 
the premises, showing the poaition of the building or 
etructure, and also by a plan, elevation and section to a 
Bcale of one-eighth of an inch to the foot, together with 
such details to a larger scale as may be necessary to show 
the construction, 

A fee of 5s. must be paid to the cashier of the Council 
OB depositing the application, and a further fee of 5». on 
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obtaining & notification of tho order of the Council, and in 
no case will the work be allowed to proceed until the foea 
are paid. 

Every application for an eiteneion of the period for 
which the Coimcil has allowed the use of a temporary 
building, must be accompanied by a certificate from the 
District Surveyor as to its condition, and as to its Btability 
for such further period as may be applied fur, and also aa 
to any repairs which may be requisite. 

In oases where the structure has exieted for less than 
three years, and if the inspection be merely to ascertain ^ 
that the building has not been altered as to coadilion 
position, and to certify that an extension of time may be J 
allowed, a fee of I0«. may be demanded and received by 1 
the DiBtrict Surveyor. I 

In cases where the structure has existed for three yean 1 
or more, and a certificate with regard to structural stability. I 
is required, a fee of 208. may be demanded and received ] 
by the District Surveyor. 



Naming of streets and numbering ofhousei. Part IV. 

Persons laying out now streets or building rows of 
houses would facilitate their own operations with reference 
to least's and the numbering of houses required by the 
Council under the statute, by observing tbe following 
rules — 

St, Paul's Cathedral is recognised as a central point, 
and the numbering of houses begins at the end or entrance 
of the street nearest to that building, except where a 
street leads from a main thoroughfare to a less important 
street, and then the numbering mujt start from the main 
thoroughfare. 

Taking, therefore, the sides of a street as left and right 
(assuming that the back is towards St, Paul's) the odd 
numbers will be assigned to the left-hand side, and the 
even numbers to the right-hand side. 

TSo name is to be used for a street unless with the 
approval of the Council ; and it mast be a name con- 
sisting, if poBsibte, of one word, with the addition i 
"street," "road," or other like term, and not already ia ■ 
use within the county. 
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Only such streets as are leading thoroughfares of con- 
siderable length can be designated " roads." 

No street under 60 feet in width can be called an 



" avenue." 



The names " gardens " and " groves " can only be used 
when the terms seem appropriate. 

Names in some way associated with the locality are 
preferred. 

Names for terraces or places, or other blocks of houses, 
and sections of streets, usually known as subsidiary names 
are not recognised. 

Any person interested in property affected by any order 
of the Council for re-naming streets or re-numbering 
houses is permitted, on application, to make a copy of the 
order and a tracing of the plan attached thereto; or a 
certified copy of the order and plan may be furnished to 
him on his paying the cost of making the same. 

A fee of 1«. is to be charged to all persons seeking in-t 
formation involving a reference to the records with regard 
to orders for re-naming streets or re-numbering houses. 

If a copy of an order and plan be required, there will be 
a further fee of not less than 1«. Qd, 

A more extended plan may be obtained for a larger 
payment. 

Copies of orders and plans are to be made in the super- 
intending architect's department. 
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BTELAWB MADE BY THE COUNCIL UNDEB SECTION S 
(I) OF THE PUBLIC HEIALTH (LONDOy) ACT, 1891, 

With respect to water-closets, earth-cloaets, privies, ashpita^l, 
cesspools and receptacles for duQg, and tho prupez i 
aocesBorieB thereof in connection with buildingSi i 
whether constructed before or after the passing ofl 
this Act. 

I. Every person who shall hereafter constrnct a 
closet or earth-closet in connection with a hnilding, shal, _ 
conatruct snch water-closet or earth-closet in such a position 
that, in the case of a water-closet, one of its sides at the 
least shall be an external wall, and in the case of an earth- 
closet two of its sides at the least shall be external walls, 
which external wall or walls shall abut immediately upon 
the sti-eet, or upon a yard or garden, or open space of not l^B I 
than one hnndred square feet of superficial area, measured I 
horizontally at a point below the level of the floor of suoh 
closet. He shall not construct any such waler-closet so 
that it is approached directly from any room used for the 
purpose of human habitation, or used for the manufacture, 
preparation or htorage of food for man, or used as a factuiy, . 
workshop or workplace, nor shall he construct any earthJ 
closet so that it can be entered otherwise than from th< 
external air. 

He shall construct such water-oloset so that on any side 
on which it would abut on a room intended for human 
habitation, or used for the manufacture, preparation or 
storage of food for man, or used as a factory, workshop 
or workplace, it shall be enclosed by a solid wall or parti- 
tion of brick or other materials, extending the entire I 
height from the floor to the ceiling. 

He shall provide any such water-closet that la i 
proacbed from the external air with a floor of bard smt 
impervious material, having a fall to the door of i 
water-doBet of half an inoh to the foot. 
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He shall provide Buch water-closet with proper doore 
' and fasteuiugs. 

Provided always that this byelaw shall not apply to 
any water-closet constructed below the surface of the 
ground and approached directly from an area or other 
open space available for purposes of ventilation, measuring 
At least forty superficial leet in extent, and having a 
distance across of not less than five feet, and not covered 
in otherwise than by a grating or railing. 

IT. Every person ■who shall construct a water-closet 
in connection with a building, whether the situation of 
snch water-closet be or be not within or (lartly within 
Bnch building, and every person who shall construct an 
earth-closet iti connection with a building, shall con- 
Btruct in one of the walls of such water-closet or 
earlh-closet which shall abut upon the public way, yard, 
garden or open space, as provided by the preceding 
byelaw, a wiudow of such dimensions that an area of not 
Ims than two square feet, which may be the whole 
or part of such wiudow, shall open directly into the 
external air. 

He shall in addition to such window, cause such water- 
cdoset or earth-closet to be provided with adequate means 
of constant ventilation by at least one air-brick built in 
an external wall of such water-closet or earth-closet, 01 
by an air-shaft, or by some other effectual method or 
appliance. 

III. Every person who shall constract a water-closet 
in connection with a building, shall furnish such water- 
closet with a eistem of adequate capacity for the purpose 
of flushing, which shall be separate and distinct from any 
cistern used for drinking purposes, and shall be so con- 
Btructed, fitted and placed as to admit of the supply of 
water for use in such water-closet so that there shall not 
be any direct connection between any service pipe upon 
the premises and any part of the apparatus of such water- 
closet other than such flushing cistern 

Provided always that the foregoing requirement shall 
be deemed to be complied wirh in any case whore the 
apparatus of a water-closet is oonneoted for the purpose of 
flushing with a cistern of aiieqnate capacity, which m used 
Bolely for flushing water-closets or urinals. 



He filiall conetrnct or fix the pipe and union connecting J 
ench fliishinj; eiatern with the pan, basin or other re^ 
ceptacle with which euah water-cloaet may be provided, 
so thiit auih pipe and union shall not in any part have 
an internal diameter of leea than one inch and a, quarter. 

He shall furnish Buth wat«r-closet with a suitable 
apparatus for the effectual applicatioa of water to any 
pan, basin or other receptacle with which such apparatus 
may Ijo couueoted and used, and for the effectual Pushing 
and oleansitig of nuob pan, basin or other receptacle, and 
for tlie prompt and effectual removal theieftom and from 
the trap connected therewith of any solid or liquid fillli 
which may from time to time be deposited therein. 

He shall furnish such water-closet with a pan. basin or 
other suitable receptacle of non-absorbent material, and of 
Buoh shape, of such capacity, and of such mode of con- 
struction as to receive and contain a auffioient quantity of 
water, and to allow all filth which may from time to time 
be deposited in such pan, basin or receptacle, to fall &ea 
of the sides thereof and directly into the water received 
and contained in such pan, basin or receptacle. 

He thall not construct or fix under such pan, basin or 
receptacle, any "container" or other similar fiiting. 

He shall construct or fix immediately beneath or in 
connection with such pan, basin or other suitable receptacle 
an efficient siphon trap, ao constructed that it shall at all 
times maintain a sufficient water seal between such pan, 
basin or other suitable receptacle and any drain or seal 
pipe in connection therewiih. He shall not construct i» 
fix in or in connection with the water-closet apparatus any 
D trap or other similar trap. 

If he shall construct any water-closet or shall fix or fit any 
trap to any existing water-closet or in connection with a 
soil pipe, which is itself in connection with any other water- 
elcset, he shall cause the trap of every such water-closet 
to be ventilated into the open air at a point as high as tlie 
top of the soil pipe, or into the soil pipe at a point above 
the highest wator-closet connected with such soil pipe, 
and so that such ventilating pipe shall have in all parls 
an internal diameter of not less than two inches, and shall 
be connected with the arm of the soil pipe at a point not 
lusa than three and not more than twelve inches from the 
highest part of the trap, and on that aide of the water seal 
wtiich is nearest to the soil pipe. 
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IV. Any person who shall provide a soil pipe in con- 
nection with a building to be hereafter erected, shall 
cauBO Bach eoil pipe to be BJtuated outBide such building, 
and any person who shall provide or construct or refit a 
Boil pipe in conuection with, an exii>tlng building shall, 
whenever practicable, canBB Buch soil pipe to be Bituated 
outside such bnilding, and in all cases where such soil 
pipe shall be situated within any building, shall construct 
such soil pipe in drawn lead, or of heavy cast iron jointed 
with midten lead and properly caulked. 

He shall construct such soil pipe so that its weight in 
propcrtion to its length and internal diameter shall be as 
follows : — 








LaA. 


I™. 
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Weight per lO-feet length. 
Sol leai Ihan 


Weight per e-fwl length. 


f 3i inclics. 
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Every person who shall provide a soil pipe outside or 
inside a building shall cause such soil pipe to have an 
internal diameter of not less than three and a half inches, 
and to bo continued upwards without diminution of its 
diameter, and (except where unavoidable) withuut any 
bend or angle being formed in such soil pipe to such a 
height and in such a position as to afford by means of the 
open end of Bucb soil pipe a safe outlet for fonl air, and so 
that such open end shall in all cases bo above the highest 
part of the roof of the building to which the soil pipe is 
attached, and, where practicable, be not less than three 
feet above any window within twenty feet, measured in a 
straight line from the open end of such soil pipe. 

He shall furnish the open end of such soil pipe with a 
wire guard covering, the openings in the meshes of whioh 
shall be equal to not leBB than the area of the open end of 
the soil pipe. 

In all such cases where he shall oouneot a lead trap or 
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pipe with an iron soil pipe or drain he shall insert hetween 
Buch trap or pipe and such soil pipe or drain, a hra«s 
thimble, and he Hhall connect such lead trap or pipe with 
Buch thimble by uieans of a wiped or overcaat joint, and 
he Bhall connect such thimble with the iron soil pip© or 
drain by means of a joint made with molten lead, properly 
caulked. 

In alt Eiich cases where he shall connect a stoneware 
trap or pipe with a lead suil pipe, he bhall insert betiveeu 
Buch fitoueware trap or pipe and such Miil pipe a brass 
socket or other similar appliance, and he shall connect 
such stoneware trap or pipe by inserting it into each 
socket, making the joint with Portland cement, and he 
shall connect nuch soiket with the lead soil pipe by means 
of a wiped or overcast joint. 

In all cases where he shall connect a stoneware trap or 
pipe with an iron soil pipe or drain, he shall insert such 
stoneware trap or pipe into a socket on such iron soil pipe 
or diain, making the joint with Pi^rtland cement. 

He shall so cuDstruct such soil pipe that it shall not be 
directly connected with the waste of any bath, rain-water 
pipe, or of any sink other than that which is provided for 
the reception of urine or other excremental filth, and he 
shall oiiiistruct such soil pipe so that there shall not he 
any trap in snoh soil pipe or between the soil pipe and any 
drain with which it ia connected. 

V. A person who shall newly fit or fix any apparatus lit! 
connection with any existing wuler-closet shall, as regard 
Euch apparatus and its connection with any soil pipe a 
drain, comply with such of the requirements of the fore 
going byeUws as would be applicable to tbe apparatus 
fitted or fixed if the water~closet were being newly oott-] 
structed. 

TI. Every person who shall oonstmot an earth-closet u 
conneolion with a building shall furnish such earth-closet 
with a reservoir or receptacle, of suitable conslniction and 
of adeqiiate capacity, for dry earth, and he shall construct 
and fix such reservoir or receptacle in such a manner and 
in such a poeition as to admit of ready access to siudl | 
reservoir or receptacle for the purpose of depositiiu 
therein the necessary supply of dry earth. 
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He ehall conatruct or fix in connection with Bncb 
reservoir or receptacle Buitablo means or apparatus for the 
frequent and efftctnal application of a sufficient quantity 
of dry eaith to any filth which may from time to time be 
deposited in any receptacle fur filth construoted, fitted or 
nsed iu, or in connection with, such earth-closet. 

He shall construct such earth -closet so that the contents 
of such reservoir or receptacle may not at any time be 
ezpoBed to auy rainfall or to the drainage of any waste 
water or liquid refuse from any premises. 

Til. Every person who shall construct an earth-closet 
io connection with a building shall construct such eaith- 
closet for use iti combination with a movable receptacle 
for filth. 

He shall construct such earth-closet so as to admit of a 
movable receptacle for filth, of a capacity not exceeding 
two cubic feet, bting placed and fitted beneath the seat in 
such a manner and in such a position as may etfeclually 
prevent the deposit upon the floor or sides of the space 
beneath such seat, or elsewhere than in such receptacle, of 
any filth which may from time to time fall or be cast 
through the aperture in such Beat. 

He shall construct such receptacle for filth in such a 
manner and in such a position as to admit of the frequent 
and effectual application of a auffiuient quantity of dry 
earth to any filth which may be from time to time 
deposited in such receptacle for filth and in such a 
manner and in such a position as to admit of ready access 
for the purpose of removing the contents thereof. 

He shall also construct such earth-closet so that the 
contents of such receptacle for filth may not at any time 
be exposed to any rainfall or to the drainage of auy waste 
water or liquid refuse from any premises. 

Tni. Every person who shall construct a privy in con- 
nection with a building shall construct such privy at a 
distance of twenty feet at the least from a dwelling-house 
or public building, or any building in which any perBon 
may be or may be intended to be employed in auy manu- 
facture, trade or business. 

IX. A person who shall construct a privy iu connection 
[p with a building shall not construct such privy within the 
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distance of one hundred feet from any ■well, spring c 
stream of water used, or likely to be need, by man fo 
drinking or domeatio purposes, or for m ami fact uring 
orinks for the nse of man, or otherwise in such a position 
DB to render any etich water liable to pollutioQ. 

X. Every pei'son who etall conatrnct a privy in oon- 
neotion with a building shall construct snch privy in such 
a manner and in such a position as to afibid ready meana 
of access to such privy, for the purpo-e of cleansing such 
privy and of removing filth therefrom, and in such a 
manner and in such a position as to admit of all filth being 
removed from such privy, and from the premises to which 
such privy may belong, without being carried through 
any dwelling- house or public building, or any building is. 
which any person may be or may be intfinded to ttt] 
employed io any manufacture, trade or bueiness. 

XI. Every person who shall construct a privy in coi 
nection with a ImilJing, shall provide such privy with a 
sufGcient opening for ventilation an near to the top as 
practicable and commnnioating directly with the external 

He shall cause the floor of such privy to be flagged or 
paved with liard tilea or other non-absorbent material, and 
he shall construct such floor ao that it shall be in every 
part thereof at a height of not less than six inches abovft, 
the level of the surface of the ground adjoining sa^i 
privy, and BO that such floor shall have a fall or inclicatitdli 
towards the door of such privy of half an inoh to the foof 

XII. Every person who shall construct a privy in oon« 
nection with a building shall construct such privy for uM 
in combination with a movable receptacle foi' filth, and 
shall construct over the whole area of the space iuiinedi- 
ately beneath the seat of such privy a floor of flagging or 
asphalte or some suitable compusile material, at a height 
of not less than three inches above the level of the surface 
of tho ground adjoining such privy; and he shall cause the 
whole extent of e:ich side of such apace between the floor 
and the seat, other than any pai-t that may be occupied by 
any door or other opening therein, to be constructed of 
flagging, slate or good brickwork, at least nine inohea 
thick, and rendered in good cement or asphalted. 



i 






AfTD EEQULATIONS IN FOItCR *ti% 

He shall construct tLe seat of such privy, the aperture 
ID such teat, and the apace beneath such seut, of suoli 
dimeneiouB as to admit of a movable receptacle for filth, of 
a capacity not esoeeding two cubio feet, being placed and 
fitted beneaih such seat in such a manner and in suoh a 



position, as may effectuallj' prevent the deposit upon the 
floor or sides of the space beneath such seat, or elsewhere 
than in such reoeptaole, of any filth which muy from time 
to time fall or be cast through the apertnre in such seat. 

He shall coustmot such privy so that for the purpose of 
oleanaing the space beneath the scat, or of removing 
therefrom or placing or fitting therein an appropriate 
receptacle for filth, there shall be a door or other opening 
in the hack or one of the sides thereof capable of being 
opened from the outside of the privy, or in any case where 
such a mode of construction niay be impracticable, so that 
for the purposes aforesaid the whole of the seat of the privy 
or a suiBcient part thereof may be readily moved or 
adjusted. 

XIII. A person who shall construct a privy in connection 
with a building shall not cause or suffer any part of the 
space under the seat of such privy, or any part of any 
receptacle for filth in or in connection with such privy, to 
communicate with any drain. 

XIV. Every person who shall intend to construct any 
water-closet, earth-closet or privy, or to fit or fix in, or in 
connection with, any water-cloaet, earth-closet or privy, 
any apparatus or any trap or soil pipe, shall, before 
executing any such woris, give notice in writing to the 
clerk of the Sanitary Authority. 

XV. Every owner of an earth-closet or privy existing 
at the date of the confirmation of these byelaws shall, 
before the expiration of six months from and after suoh 
dat« of confirmation, causo the same to be reconstructed in 
suoh manner that its position, structure and apparatus 
shall comply with such of the requirements of the fore- 
going byelaws as are applicable to earth-closets or privies 
newly constructed. 

XVI. When any person shall provide an ashpit in con- 
nection with a building, he shall cause the same to consist 
of one or more movable receptacles sufficient to contain 




LONDON COUNTY COUNCIL. ^^^ 

the honae refase whioh may aocnmulate during any period 

not exceeding one week, h'ach of such receptacles stall 
be conBtructed of motal and shall be provided with one or 
luitftble handles and cover. The capauity of each 
of euch receptacles shall not exceed two cubio feet. 

Provided that the requirement as to the size of each of 
BUch receptacles ahall not apply to any pei'son wbo shall 
consiruct such receptacle or reeeptaclea in conneition with 
any premises to which there is attached as part of the 
conditions of tenancy the right to dispose of honse refnsa 
in an ashpit used in ccmniDn by the occupiers of several 
tenancies, but in no CHse shall such ashpit be of greater 
capacity than is required to enable it to contain the 
refuse which may accnmulate during any period not 
exceeding one week. 

XVII. The occupier of any premises who shall use any 
ashpit shall, if such ashpit consist of a movable receptacle, 
eaufee such receptacle to be kept in a covered place, or to 
be properly covered, so that it shall not be exposed to 
rainfall, and if such ashpit consn-t of a lixed receptacle, he 
shall cause the same to be kept properly covered. 

XVm, Where the Sanitary Aufhority have arranged 
for the daily removal of bouse refuse in their district, or 
in any part thereof, the owner of any premises in such 
district or part thereof shall provide an ashpit which shall 
consist of one or more movable receptacles, sufficient to 
contain the house refuse which may accumnlate during 
any period not exceeding three days, which the Sanitary 
Authority may determine, and of which the Sanitary 
Authority shall give notice by public announcement in 
their district. Each of such receptacles shall be con- 
structed of metal, and provided with one or more snitable 
handles and cover. Thecapacity of eachof such receptacles 
thall not exceed two cubic feet. 

Provided always that this byelaw shwll not apply to 
the owner of any premises until the expiration of three 
months after the Sanitary Authority have publicly notified 
their intention to adopt a system of daily collection of 
bouse refase in that part of their district which comprisea 
such premises. 

XIX. Where any receptacle shall have been provided Vfm 
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H aa ashpit for aay premiees in pareuance of any byelaw iu 
^ that behalf, no person shall deposit the house refuse 
* which may aoeuraulate on such premiaeB in any ashpit 

that does not comply with the requirements of these 

byelaws, 

XX. Every person who shall construct a cesspool in 
connection with a building shall construet such cesspool 
at a distance of one hundred feet at the least from a 
dwelling-house or public building, or any building in 
which any person may be, or may be intended to be, 
employed in any manufacture, trade or busiaees, 

XXL A person who shall construct a cesspool in 
connection with a building shall not construct such 
cesspool within the di-tance of one hundred feet &om any 
well, spring or stream of water. 

XXII. Every person who shall construct a cesspool in 
connection with a building shall oonstroct snch cesspool 
tn such a manner and in such a pc«itiun as to afford ready 
means of access to such cesspool, for the purpose of 
cleansing such cesspool and of removing the contents 
thereof, and in such a manner and in such a position as to 
admit of the contents of auch cesspool being removed 
therefrom, and from the premises to which such cesspool 
may belong, without being carried through any dwelling 
house or public building, or any building in which any 
person may be, or may be intended to be, employed in 
any manufacture, trade or business. 

He shall not in any case construct such oesspool so that 
it shall have, by drain or otherwise, any means of 00m- 
muniuation with any sewer or any overflow outlet. 

XXIIL Every person who shall construct a cesspool in 
connection with a building shall construct such cesspool 
of good brickwork bedded and grouted iu cement, properly 
rendered inside with cement, and with a backing of at 
least nine inches of well-puddled clay around and beneath 
Buch brickwork, and so that such cesspool shall be perfectly 
watertight. 

He shall also cause such cesspool to be arched or other- 
prise properly covered over, and to be provided with 
[ adequate means of ventilation. 



XXIV, A person shall not nse na a receptacle for dnng I 
any receptacle so conBtructed or placed that one of it8^ 
aides shall he formed hy the wjill of any room used for 
human hahitation, or under a dwelling-house, factory, 
trorkehop or workplace, and he shall ant use any receptacle 
in such a situation that it would he likely to caOHe a 
nuisance or hecome injurious or dangerous to health. 

XXV. Every owner of any existing receptacle for dang 
shall, before the expiration of six months from the date 
of the confirmation of these byelaws, and every person 
who shall conntruct a receptacle for dnng, shall cause BDch 
receptacle to be so constructed that its capacity shull not be 
greater than two cubic yards, and so tha'', the bottom or 
floor thereof shall not, in any case, be lower than the 
surface of the ground adjoinirg such receptacle. 

He shall so construct such receptacle that a. sufficient 
part of one of its sides shall bo readily removable for the 
purpose of facilitating cleansing. 

Be shall also cause such reoptacle to be oonstructed in 
such a mHnner and of such materials, and to be maintained 
at all times in such a condition as to prevent any esoape 
of the contents thereof, or any soakage therefrom, into the 
ground or into the wall ot any building. 

He shall cause such receptacle to be eo construoted that 
no rain or water can enter therein, and so that it shall be 
freely ventilated into the external air. 

Provided that a person who shall constrtict a receptacle 
for dung, the whole of the cimtents of which are removed 
not less frequently than every forty-eight hours, shall not 
bo required to construct such receptacle so that its capacity 
shall not be greater than two cubic yards. 

And provided that a person who shall construct a recep- 
tacle for dung, which Khali contain only dung of hordes, 
a»ses or mnleB with stable litter, and the whole of the con- 
tents of which are removed not less frequently than every 
forty eight hours, may, instead of all other requiremente 
of this byelaw, construct a metal cage, and shaJl beueatli 
such metal cage adequately pave the ground at a level not 
lower than the surrounding ground, and in such a manner 
and til such an extent as will [prevent any soakage into tha, 
ground ; and if such cage be placed near to or against ao' 
building he shall adequately cement the wall of sui 
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buildiug in such a manner and to each an e^ctent as will 
prevent any soakage from the dun^ within or upon such 
receptacle into the wall of Buch building. 

XXVI. The occupier of any premiBBB shall cause every 
water-closet belonging to such premises to be thoroughly 
oleansed from time to time, as often as may be neceasary 
for the purpose of keeping such water-closet in a cleanly 
condition. 

The occupier of any premiscB shall once at least in 
BTery week cause every earth-closet, privy and receptacle 
for dung belonging to such promises to be emptied trnd 
thoroughly cleansed. 

The occupier of any premiaea shall once at least in every 
three months cau^e every cesspool belonging to auch 
premises to be emptied and thoroughly cleansed. 

Provided that where two or more lodgers in a lodging 
house are entitled to the use in common of any water-closet, 
earth-cloaet, pi ivy, cesspool or receptacle ftir dung, the 
landlord shall cause auch water-closet, earth-cloaet, privy, 
cesspool or receptacle for dung to be cieanaed and emptied 
RB aforesaid. 

The landlord or owner of any lodging-house shall 
provide and maintain in connection with such house, 
water-closet, earth-cloaet or privy accommodation in the 
proportion of not less than one water-closet, earth-closet 
or privy for every twelve persons. 

For tbe purposes of this hyelaw " a lodging-houae " 
means a house or part of a house which is let in lodgings 
or occupied by members of more than one family. " Land- 
lord " in relation to a house or part of a house which is 
let in lodgings, or occupied by members of more than one 
&mily, means the person (whatever may be the nature or 
extent of his intereat) by whom or on whose behalf such 
house or part of a house is let in lodgings or for occupa- 
tion by members of more than one family, or who for the 
^me being receives or is entitled to receive the profits 
srieing from such letting. " Lodger " in relation to a 
house or part of a house which is let in lodgings or 
occupied by members of more than one family, means a 
person to whom any room or rooms in such house or part 
of a house may have beea let as a lodging 01 for his use 
or occupation, 
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Nothing in this byelaw shall extend to any 
lodging-honBB. 

XXVII. The owner of any premises shall maintain in 
proper condition of repair every water-closet, earth-closet, 
privy, ashpit, cesspool and receptacle for dung, and the 
proper accessories thereof belonging to such premiaes. 



Penalties, 

XXVIII. Every person who shall offend against any of 
the foregoing byelaws shall be liable for every auch offence 
to a penalty of five pounds, and in the case of a continuing 
offence to a further penalty of forty shillings for each day 
after written notice of the offence from the Sanitary 
Authority. Provided, nevertheless, that the Court before 
whom any complaint may be made or any proceedings 
may be taken in respect of any suoh offence may, if the 
Court think fit, adjudge the payment as a penalty of any 
gnin leas than the full amount of the penalty imposed by 
this byelaw. 
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Abbtkact of Bnilding Act, 1-27 
. BTAmfl, 74 



■ Aor, LoKDON BmLDiNO, I89i, 29-ie7 

abslmot of portion lelutiog to building, 1~27 
commen cement of operation, 31 
diDerenoes belwe«u, and pieviouB Ada, z:Ei 
extent, 31 

list of sections, vii-iriii 

regalatioPB as to ap|]Uoationa for f auction under, 2.^2 
AiTTS repealed, 29 
BtitI iu force, xix 
aupplemeutarj, xii 
Additionb to buildinga, li5, 147 
Adjoinino owneb liable for expenses, 99 
rights of, 87, 90, 91 
to have account of expenses, 99 
r between landlord and tenant a^ to payment of expenses, 
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■s of Btreeta, 52, S 
,147 



Altebatiobb in buitdiog 
Appeal, tbibtjnai. of, 131 

dnration uf office, 131 

enrorocment of decision, 133 

fees to bo paid over Co Council, 133 

m]i}' alato case for High Court, 132 

officcra and aBBJatants, 131 

power of CouQoil to support decisions of its offioeis l»efore, 133 

procfdnte and (em, 132 

remoTal of tncmbcra, 131 

nembeta, 131 



Application of Buildiog Act, 143 
Application to Council, regulations as to, 232 
AppBOTAL to plans, mode of giving, 135 
Arobbs under pvblto yixYi, 76 



Abo LAUP8 in theatres, 22f 

Abeas. dimetiBioQs permiaBible, 201 

AaiiFiTE, byelava as lo, 245, 2tS 

AiTiiT OP AooocNTfl of Burvoyore' Ceee, 124 

Avenge, requiaito width for street bo cMed, 237 
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ItANE OF Ekglahd exem[it, 112 
Baboeboaeids, isviii 

Ba^bukhib, liglitiDg uiil vGUtilatinn of, 51 
Battebibb. eloi^trio lighting, ia tbeatreB, ^29 
B011.ERB in theatree, 220, 223 
Breach or btblaws, penalty for, 177 
Tulea as to, 67 

BBESSUUUEBS, XXI 

Bbedqeh, 142 

BuiLDiMO, definition of, ixi 

frontflgOd, linea of, 49-51, 233 

getting biLok on re-erection, 49 
BciLDlNO OWNEB, DIB; recovBi expeQBes Cram adjoining onnei 

rights of, fig, S4 

to underpin Bdjoiuing; building, 91 
BuiLDiNQS, cubical extent of, 80, 23S 

doniBfitic, thtckntaa of walla, 153 

etected before oominenoenieut of Building Act, 147 

in progresH, 143 

not public or of warehouse claaa, thipkceas of walla, 153 

Dot to be made over aeweie without oonBent, 17S 

one^torey, ixix 

sepHTotion of, xsis, 79 

uniling, 81 

WBrehauae olasa, UiiclnieBa of wallt, 157 
BiBtAwa, C-juncil may wake, 125 

diapeoBation from, 210 
imptionotCity, 127 
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evidenco of, 17S 

Bliating, Platoa If 

in force, 207 

penalties under, 210 

power of voafrieB, 4o., to make, 177 

publication of, 177 

repeal of, 207 

under Building Act, 125 

under Publio Health Act, 23S 

under repealed Aots, 119 

water-otoseta, &a., 233 
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Canal works, exemption of, 143 
Cases fob plants, 145 
Cattle markets, 143 

Cellars under streetd, regulations as to, 172 
to be repaired by owners or occupiers, 173 

Centre op roadway, xxvi 

buildings within prescribed distance, 233 

Cesspools, byelaws as to, 247 
cleansing, byelaw as to, 248- 

Chahbers, sets of, limitation of area, xxix 

Chimneys, xxix 

and flues, rules as to, 69, Plate 15 

furnace, 72, 285 

openings, xxx, 70 

rendering on outside face, xxx, 70 

shafts, xxx, 235 

Churches, &c., staircases in, 83 

City, exemption of, 51, 127, 200 

Cleared area, rearrangement of streets on, 61, 234 

Combined drainage of blocks of houses, 169 

Concrete buildings, byelaws as to construction, 209, 210 

Conditions, power of Council to impose, 134 

Conductors, electric lifrhting, 225, 226 

Conservators of Thames, buildings of, 143 

Construction of buildings, 65-87 

Conversion of buildings, 147 
into public buildings, 83 

Copies of orders and plans, 237 

Cornices, wood, xxviii 

Corridors in theatres, 218 

Costs and expenses, payment by owner or ocenp*er, 183, 164 

Council, County, byelaws and regulations in force, 207 
byelaws as to water-closets, &c., 238 
fees payable to, 165 
fire authority, 2U5 
(General Powers) Act, 1890, 193 
power to impose conditions, 134 
regulations under Buildiug Act, 232 

County court, powers and appeal, 127 
Courts within building, 61 
Covent Garden Market, 143 
Cross walls, 160 

Cubical extent of buildings, 80, 235 
consent to increased, 81 



Dahf OOvbbk, bjekw aa 
DASasBooa and soxioue 

bailding near, 105 
DiBQEBonfl BTBUcrnnEa, 100 

Court msy make orfer, 102 

expenttoB, 102 

fetm to surveyor, 103 

notiae to owner, 101 

prooeiidiDga, 101 

TsouverT of ezpcnaea and fees, 103, 101, 109 

remoTal uf iiimatoa, 103 

sale of, 1<.2, 103 

to be BorTejed, 100 

surveyor's certificate, 100 

within Citj, 100 
DsDCDTiON BT owsBB paying rent where eipenses deducted from reni I 

paid to him, 161 
DBFimrroNa, 31 

building, zii 

domestio building, 64 

front or rear of building, 62 
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what Btruet a building is it 
Dbholitioh of buildings by Coondl, 128 
Dettacbej) buildings, exemption of, 114 
Dispensation riion btblawb, 210 
Dilapidated Stbuctcres, removal of, 103 
DiBAQBEEDBNT between district surveyor and builder, 234 
DiSTCLLEBY Dot noiioua busiuoBB, lOS 

DisTBiOT ecHVETOBs. CoBncil may appoint assislant, 117 
Couuoil mav proceed on behalf of, 123 
duties as loVfila*^. 2(19 
diuasreement between, and builder, 234 
daties witli regard to excavalions, 213 



, 117 
IS to. bv bnililers and 
by Council, 122 
periods when entitled t( 
for new bulliiinga. 161 
for ndilitioDa or nlterations, 162 
for chimneya, 162 



to, 122 



DiBTBicr SuBVEToea — eoniirmfd 

fees for dan^ernus atructurcB, 163 
far npeciel eervicea, 161 
for in!!|«ctioii under bjelaWE, 209 
may Bjipoiof (' — '" "" 






■e notice to produce plana, Ao., 210 



n office. 
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notice of irregularity, 120 

notice of objection, 1 20 

not to act in case of buildings nnd«r o< 

power of Council to puy salaries, 123 

power of tntry, 119 

powers of Cuiiniiil with regard U 

tetuma by, 124 

toeiiforiB Act, lie 

to notify iiregularities, 12i 

(o Buperviaa builiiings, 116 
Dock cohf&nieb' bcildinqb, 141 
Domestic bcilt>ino, definition of, 54 

height <'f, 51-61 

on ol<l siteg, 60. 231 

open BpiiccB at rear, 51~6I, 231, Plate 19 
DooBS in theatres, 221 
I>BAiMA>}E, approval of, by Tostry ot diftricC board, 171 

oambined, provision for, 169 

tempor.irj, 181 
Dbainino into sbwee, 171 

In unautlioriited manner, and penalty, 171, 172 
Dbains, faulty, notice of. 172 

insijtotiiiii of, powtc to anthorite, 172 

no house to be built without, 170 

power of vestry lo execute woiha, 172 

vestry or duitrict board tnay compel construction, 168 
DsAwiNQB, TFgulutions M to, 2:<2, 233 

copies, 237 
DBmsisQ-Roous in theutros, 216 
Duno, REcerTACLEB FOB, byeluws OB to, 248 

oleunsiog, Lyolaw at to, 219 
DweLLiBQ-HousKs, Leigbt of ro 



EABTH-oi/iBETa, byelsiT as to. 238, 
oleanBliif;, byelaw as to, 219 
rcu>natruction of, byelaw as ta 
prupoaed, notice to be given, 215 

EAauuHTB, interfurcnoe with, 99 



I 



Elmtbic LtaeriKO in tlieatreB, 225 

cerliBcate, 225 

plaut 229 

supeiiinion, 230 
ELEtfTBiclTT, liiiildiDgH for Bnpply of, HO, 235 
Bmbanement walls, H2 
Bnolosukes in tlie^itres, 220 
Enoboachmests on seweeb, 181 

penalty for, 182 
Ehqiheb and boilbbs in thealr«H, 220 
Gntrancbj and exits in theatres, 217 
Entet, power of OWHM, 191 
ExoATATioNS, bj'eluw as to filling up, 212 

fee to distiict aurveynr, 213 

penalty lor liicach uf byelaw aa to, 213 
ExEKTTiON, dunitioii of, U7 
ExEHFTlONB from Building Act, 142 

fiom Acts, 191, 192 

Sohoul Board buildings, 19 

ElBIBITlOS BnHJJINGB, 142 

Exfbnseb, aoeount to be dL-Hrered to adjoining onner, f>9 

agreement between landlord and tenant as to pajmeat of, ISJ 

aa to part; atractures, 90 
building owner nwy recover, 99 
iQCurreS hy Cnnnril, 134 
may be required from owner o* oooapier, 183 

pajmtnl by owners, 129 H 

witli regard lo dangirouB and neglected Blructurea, recoven' oft 
104 I 

ElTERNil, AND PAUTI WALLS, helgllt Of, 1S2 

timber in, 235 



Factobt AMD WOHBBIIOr AcT, 1891, 205 
Faotobies, proviaiou agaitiat fire, 205 
Fees for inapoctinn nndtr byelawa, 209 

payable to Connnil, l>i5 

lo dlHlrict BurvevoiB, 1^2, 161 
audit ofnceountsof, 124 
FlLUNQ UP EXOAYAlioNB, byekw aa to, 212 
FlBE ALARii in tLeatres, 224 
FiBE, meaus of escape frini, to be provided in hi| 

prccBuliuns in thtutre>', 224 

preventiim, autliority for, 204, 205 

ID theatieB, &o., iG^\aAi\!ma aBVi,lU. 
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FiBE, proyision against, in factories, 205 
recoyery of expenses, 206 

FiBE-BESiSTiNa materials, what to be deemed, 160 

Floob of pit in theatres, 217 

under and over ovens, &o., 73, 74 

Flubs, zxix 

FLUSHiNa oiSTEBN, byelaw as to, 239 

Foormos of walls, 152 

Foundations, byelaw as to, 207 

FuBNAOES, ohinmeys of, 72, 285 
floors under and above, 73, 74 



G. 

Gangways in theatres, 219 

Gas in theatres, 221 

Gas companies, saving rights of, 146 

Gaswobes, buildings, 143 
not noxious business, 108 

Gbnebal line of buildings, conditions as to building in front of, 50, 51 
notice of definition, 50 

GoYEBNMENT BUILDINGS, exemption of, 145 

Gbadient, fixing of, xxvii 

Gbavbl subsoil, byelaw as to, 207 

Gbibnhousbs, 145 

Guildhall, 142 

Gullt holes, 168 

H. 

Habitable booms, rules, 74, Plate 16 

Handbails in theatres, 219 

Heabths, XXX, 70 

Height of buildings, limitation of^ 55, 62-65, 234 
procedure where increased, 63 

Height of storey, 152 

Histobioal buildings, 134 

HOABDINGS, XXXi 

lighting, 193 

penalty for not erecting, 175 

to be licensed by vestry or district board, 175 

to be lighted, 175 



HoABSiNeB — eonlin'ued 

to be ereeled dnring repairs, 175 

to be erected and mamtaiaed, 193 , 

unaathorised or inadeqqate, may be removed and eold 1^ veetry, 

HoLLOK WAixa, xn, 151 
HocBEB, numbering, 236 



Iknb o? ConBT, buildings belonging to, 116 
Insfectjon of vbmnb, power to anthoiiBe, 172 
Disci^Tioii BGBieTAHCE in theatres, 230 

lHTEBFGBi:<a WITH SE1FBB8, 182 

penalty for, XS2 
IBON BDtuimaB, 235 
Ironwobz iu theatres, 219 

J. 



Lasi 



on., in theatres, 224 
K Liosis, zsxii, FUte 14 
127 



by Buireyor, 127 

county court, powers and appeal, 127 
Lekgth of walls, 152 
LioENSB, proTJsianal, for new theatre prcmiBoa, 190 

LlUELIBHT TANKS, 220 

LlSE OF BCmUNO FRONTAGE, 49-51 

general, plans, Sx., regulaliona as io, 232 

when exceeded, proceedings by local authority, 129 

Local atithobities, saving powers of, 148 

LoDOEB, definition of, 249 

Lodging house, definition of, 249 

water-oloBeta, &e., in, byelaws as to, 249, 250 

Low-LTiHQ LAND, dwelling-bonsee on, regalations for, 108 



Mansion Hocbe, 112 
Metropolib Mahaseuent : 
1878, 186 



MbTBOPOLIB LOOAL MANiOBMENT AMENDMENT AOT, I8G! 

Metropolib Manaqemest Act, 1855, 168 

clauses atill in force, relatiog to buildings, IC3 
portionfl repealed, 1S8 

Mbtropolis Makaqemest Amendment Act, 1830, 195 



HnS10-HAL,U 

defects. 187 
(See Theatees) 



powei to require remeily of structural 
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regiater of, 53 
regulations bb to, 233, 236 
renaming, 237 

NiMINU and StraHEniNQ STBEETS, 52 

oopiea of orders, 235 t 
regulations for, 233, 235 
NEGI.EOT to oany out wotka on order of restry, 180 

NbSLBOTBD STBIIOTUBEa, 103 

removal of, 103 
New BUI1.BINQ3, eroctioQ of, at less than prescriiiHl dietance, 47 

notice to comply with suction 13, 45 

position with reference to streets, 43 

sanction to coastruotiDit at less than prescribed distance, iS 
New stbeetb, appeal, 48 

Dompeneacion to owners, 46 

liamii]g, regulations as to, 236 

on cleared area, 234 

plana, £c., regulations as to, 237 

paying, 173 

supply of regulations, 48 
NoncB as to proposed watcr-oloaet, &c, 245 

by builder to surveyor, 1 18 

of definition of general hue of buildinga, 50 

of objection to proposed works, 1 19 

proceedings on non-compUauce with, 121 

to be evidence of intended works, 119 

to oomply with seolion IS, 45 

to produce plans, &a., 210 

to remove projections, 176 

to vestry or district boardbeforeoommencing building or drain, 17 

to vestry or district board of now buiUliug or taking down, 193 

penalty for failure to give, 193 

works may be commenced withont, in case of emergency, 119 

of irregularity, 120 

penalty for not giving, 183 

service of, 133 

to be in writing, 133 

S 2 



its, 2»G 

cnpics of unJere aod plane, 236 
CouDcil muy cuiij out, 58 



OBSTBDCmOHS KT 9TBBET8, pWTeatiQg, 13T 

OocDFiBB, ooDditioiis of payment of costs or eipenses bf , 1S3 
Ortascts against Buildemq Act, 137 

OrWCBHS CNDEB HBPKALKD BNACTUaNTB, 150 

Oil LAura in tlieatreB, 224 

Olu B1TB8, domestic buildings od, 234 

OME-STORirr BUILDIHGa, xxis 

OFENiNoa in roof, ixviii 

OwNEBA tiot to be found, coneent on behalf of, 135 
payment of expenses by, 129 
power of entry, 135 

power to eatei bousee, Ika., to comply with notices, 191 
nglits of, 87 

eeouitf to be giTen by, 95 
aettleoient of difference between, 91 
(_See AiuoiNiNO ASt> BniLDiMa Owneb) 



Pabapets, height and tbickoeea of, 67 
Partt arobeb orei passages, &c,, 75 
Pabty btruotcbb, ownership, 99 

rule as to expenses, 96 
Pabti fenob wau,b, exemption 0^ 14i 
Pabtt walls, chases in, 68 

eusements relating to, 99 

height above roof, 67 

partially destroyed, 147 

rights of owners, and procedure with regard to, 87 et leq. 

top of, byelaw as to, 208 

wlien ao deemed, 67 
pAasAQBS in theatres, 218 
Pavinq new stbbkts, provisions for, 173 
Penalties and expenses, recovery of, 200 

application of, 128 

breacli of byelaw as to plastering and exenvations, 213 1 

breach of byelawa, m 
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Penalties — amlin-aed 

brenoh of byelnwa to be appiored by Secretary of State, 177 

baiiding sear dnagiTOua or noiloos buEnoeM, 140 

oommeucing or aleerlDg street witbout sanction, 137 

contraTeoing building regulatiunB, 138 

contravening rfgulationa as to buildings in lov-Iying land, 140 

contravention by workmen, Au,, HI 

draioing inl« sewer in uniiuliioriaed manner, 172 

failure to give uotioe to yestrj of new building, &a., 193 

encroachiDentB on seweri^ 1S2 

erecting obetruetion, 138 

establisbing dangerous or noxious bnsinesa, 140 

failoro to carry out drainnge, 169 

failure to niake good, 139 

faOare to serve building notice, 4o,, HI 

general rule, 142 

iiindericg builder, 141 

hindering district sarveyor, 141 

bindering pMsons from compljing with order, 141 

bindering traffic, 138 

biadianoe and wilful damage, 139 

illegal converHlon or employment of building, 142 

interfering witt aewers, 182 

nmking Bewera without or contrary to plana approved, 196, 197 

neglecting notices. IBS 

neglect to carry out works on order of veetry, 180 

non-com plianoe with conditions imposed by Cuunoil, 140 

non-com plianoe wilh order of County Court, 141 

non-cumjilianoe with requirements with regard to theatres, 4c.. 

188, 190 
non-removal of projections, 174 
not erecting hou-da. 175 
not giving certain nolices, 183 



offencea against b; 
recovery of, 191 
lefuiing to admit oi 
Act, 1"" 



hindering purchaser of materials sold under 
es, 177 



of, by Jnsti 
.. subsoil, 199 
surveyor of vestry to see that conilitions n 

sky eigns, unauthorised, 140 

uadei byelawa, 210 

□ndergrouud rooms, unnutborised, 202 
PiEuisaiVE powEBa, objectionable, xxvli 
Piers, 142 

Pipes for hot air, &o„ 73 
PiAKB AND DOCUMEKTH, ownership of, 135 
FiAHS Jisv sECTiovs, byelaw as to deposit of, 210 
Plastxbing, byelaw as to. 2 1 2 

duties of district surveyor, 213 

fee to district surveyor, 213 
^-^nf^tj toi breach of bje\a-w aa to,l\^ 
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Plant, electric lighting, in theatres, 229 

POWEB OF EKTBT TO OWNEB, 155 

Private buildinos, thickness of walls, xxxiii 
exempted, Plate 18 

Private roads of railway company, 48 

Privies, byelaw as to reconstruction of, 245 
cleansing, byelaw as to, 249 
proposed, notice to be given, 245 
regulations as to, 242 

Prooeedings, limitation of time for, 135 

Projections, 76, 235 

additional drawings required, 235 

compensation for removal of, 175 

limitation of, xxviii 

notice to remove, 174 

penalty for non-removal, 174 

vestry or district board may remove, 174 

when owners to remove, 174 

Proscenium wall, 217 
opening, 218 

Public buildings, construction, 82 
conversion into, 83 
thickness of wfills, xxxiv 

Public Health (London) Act, 1861, 201 

PuRLic Health Act, 1891, byelaws under, 238 
penalties for offences against, 250 

Public resort, places of. See Theatres 

a. 

Quays, 142 

B. 

Railway arches, buildings under, 84 

Railway buildings, exempt from Parts of Act, 87, 143 

Railway Companies, exemption from Act, 51 

position with regard to repairs of road not being a street, 196 

Raising stobey to comply with Act, 64 

Rearrangement of streets on cleared area, 61 

Recesses and openings in walls, xxxi, 65, Plate 13 

Register of alterations in names of streets, 53 

Register of conditional consents, 51 

Resistances in theatres, 228 

Repeal of previous enactments, 149 



liBPKALKD AcTTs, refereuceB to, 150 

ItepEAIiED BK40TMENT8, Bchedule ot, 166 

□fflctin under, 150 
BroHTa OF owners, 87 

BlVEB TOHKS, 112 

Road, not b«ing a street, vestry m&y repair, 195 

railway oompaaies and, 196 

usQ of deeiguation, 237 
HoADWAT, cenliB ot, xivi 
BooFs, ooBBtmDtlon of, 69 

inolinatioa of, xiix, 69 

limitfttion of number of aloteja in, isviii, 69 

openinga in, eompulaorj, iiTiii 

over stage, 21 S 

remoynl of, nut to affect proceedings, 137 

storeys in, 69 

BOXAL ExCHANOi:, 112 

S. 
of demolished buildings by Conocil, 128 

certificate and inapeotiou of fire proviaion by, 

Sahitabt OFncEBS, duties as regards aoderground dwellings, 203 

BOENB DOCK, 220 

SoBooL Board BDiLDmoa, ezemptioa of^ 19 
Sboubitt to ur oivkn bt ownrbs, 95 
Sepabation or bcildimos, xsix, 79 
Sbbsidhs hodsbs, 143 

BSTTIKa BADE B1 



penalty for, 182 

interferiag with, 182 

openings into, 179 

peaalty for making vitbont ot contrary t< 
197 
Shedb, xiTii, 15! 

Shop fbost projectioks, 77, Plate 17 
SiTEa OP DunjiiNGa, byelan aa to, 207 
BKYUOHTfl in theatres, 220 
Skt signs, alteration of, 113 

appeal against refusal, 111 

definition, 110 

district surveyor to report on. 111 

forfeiture of license, III 



SST RQHS — POntinMBd 

prohibition of fataie, 111 

Tegulaiion of exiating, 111 

removiil, 114 

Kaewal of liomso, 111 

snrrejor'a oertificata, 112 
notios of refusal, 113 

■wilhin City, 115 
Shall BuiLDisaB, eiemption of, 144 
Special sniuiiNGB, 235 
Soil pipes, bjelaw as to, S41 
SpAoa AT BKAB of domoalio bnildingg, 54, Plata 19 
Stableb, 64 



STAiBcABKa in chDTchea, 89 

in thentrea, 218 

ventilation of, li 
Stobets, height of, 152 

above 60 feet, 69 

liznitation of number, zzTiii, 69 

of eiceptioDal height, 156 

rajgiag, to comply vith Act, 64 

reatrlcfion of height in (olation lo thiokness of walls, 156, 159 
STanpTDHB deSned, 100 
BrEEfTTs, adaptation of waya for, 40 
grounda for refosing, 41 

formation and widening of, 38-49 

greater width may be required, 42 

grounds for refusal to aanctioti plana, 38 

naming and numbeilng ef, 52, 236 

new, ssvii, 38 

poaition of new buildinga, 43 

aancdoti to formation of, 38 

evidence of commencement of, 88 
SoBsoii. or BTBGET, regulations aa to removal of, 198 
ScPEBiNTENBiNo AiiCHiTEOT, appointment of, 115 

may appoint deputy, 116 

applicationa uuder Baildiog Act to be made to, 232 
ScBFLUB Of BALE, payment ioto court, 129 
SwiTosBOABD, stage, 229 
n theatrofl, 227 



Tempoiiaby BuiLDiBQB, 85, 86 

TbMFORAB,Y DBAINAQ^, 191 
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Theatres, &a, additions to, 223 
alterations to, 223 
boilers, 220, 223 
doors, 221 
dressing-rooms, 216 
certificate, control of, 231 
corridors, 218 
electric lighting, 225 et eeq. 

certificate, 225 

supervision, 230 
enclosures, 220 
engines and boilers, 220 
entrances and exits, 217 
fire alarm, 224 
fire precautions, 224 
floor of pit, 217 
gangways, 219 
gas, 221 
handrails, 219 
ironwork, 219 
lamps and candles, 224 
limelight tanks, 220 
new, regulations concerning, 189 
notices on exits and non-exits, 224 

not to be constructed beneath or above any other building, 216 
passages, 218 

person responsible for carrying out regulations, 231 
plan of electric wiring, 231 
power to enter and inspect, 190 

modify regulations, 231 

require remedy of structural defects, 187 
penalty, 188 
appeal, 188 
proscenium wall, 217 

opening of, 218 
provisional license for, 190 
regulations as to fire prevention in, 214 
roof, 218 
scene dock, 220 
site, 215 
skylights, 220 
staircases, 219 
structiu^ regulations, 214 
tiers, number and height of, 217 
ventilation, 222 
vestibules, 217 
wails, 216 
warming, 222 
water supply, 223 
windowB overlooking, 216 
workshops, 219 

TmOKENINQ OF WALLS, 153 



266 INDEX. 

Thiokness, extra, of certain walls, 151 

of walls in buildings not publio nor of warehouse class, 153 

Tiers in theatres, number and height of, 217 

Timber in external walls, 66 
piles of loose, 87 

Top of party wall, byelaw as to, 208 

Transformers in theatres, 230 



U. 

Unoeroround dwelldtos, closing of, 204 
definition of, 203 
duty of sanitary officer, 203 
regulations as to, 201 
relief from regulations, 202 
unauthorised, penalty for letting, 202 

Underpinnimo by building owner, 94 
rules for, 153 

Unitinq buildings, 81 

V. 

Vacations, expiry of periods in, 130 

Vaults under streets, regulations as to, 172 
to be repaired by owners or occupiers, 173 

Ventilating valves, 145 

Ventilation of staircases, 74 
theatres, 222 

Vestibules in theatres, 217 



Walls, classification of, xxxii 
construction of, 151 
cross, 160 

external and party, height of, 152 
external, timber in, 66 
extra thickness of certain, 151 
footings of, 152 
hollow, XXX, 151 
length of, 152 
materials, byelaw as to, 208 
of exceptional materials, warehouse class, 159 
of public buildings, xxxiv 
other than brick or stone, 151 
of underground rooms, 201 
recesses and openings, 65 
structure and thicknesa, ^5 



INDEX. 267 

Walls — continued 
theatres, &a, 216 
thickening of^ 153 
thickness of, xxxiii, Plates 1 to 12 
in buildings not public, nor of warehouse class, xxix, 153 
warehouse class, xxxiv, 157 

Wabehoitsb class of buildings, increase of cubical extent of, xxviii 
rules concerning walls, xxxiv, 157 

WABMiNa APPABATUS in theatres, 222 

Wateb-olosbts. byelaw as to, 236 
cleansing, byelaw as to, 247 
in lodging-houses, byelaws as to, 249, 250 
propo^, notice to be given, 245 

Wateb supply in theatres, 223 

Wharves, 142 

WoBEiNa GLASS DWELLiNOs, rc-ercoted on old site, 64 
open space about, 58, 234 

Windows in roofs, xxxil 
overlooking theatres, 216 

Wood and timber, storing of, 136 

Wooden stbuotubes, 86, 235 

WOBESHOPS IN thbatbes, 219 



Y. 

YaBD SPAOE, XXXV 
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